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CLUBS FOR DOING REPAIR WORK. 

WESTERN master plumber writes “Do- 

mestic engineering” to ask if we know of 

any master plumbers who are handling the 
repair work for various customers in the form of 
clubs. We presume that the idea is along the line 
of the suit clubs where men may pay a fixed amount 
per month for having their suits cleaned and pressed 
and otherwise kept in shape. 

Probably the plan would be to charge a list of 
customers a fixed amount for the inspection of their 
plumbing work, with the plan in mind of keeping it 
in repair, cleaning waste pipes, and otherwise main- 
taining the plumbing equipment in first class work- 
ing condition. 

This matter is not so much of a joke as it may 
seem at first thought. The scheme is one that 
might be worked by a plumbing firm which desired 
to keep its men busy during the idle times. In 
other words, a contract could be made with any 
number of house owners to inspect regularly their 
premises, do such small repair work as 1s necessary, 
and collect for the service at any agreed sum per 
month or per year, that would be justified by the 
number of fixtures and the length of time they had 
been installed. 

Such a plan would undoubtedly fill in a great 
many hours when the men were unable to work 
regularly on contract work, or where they might 


otherwise be idly spending time about the shop. 
[It is a well-known fact that no plumbing business 
can run week in and week out without consider- 
able lost time when the men who must otherwise 
be employed are putting in their time unprofitably. 

On the other hand, the owners of buildings are 
not always competent to judge when the plumbing 
equipment needs overhauling or slight repairs. If 
they are, in a measure, under contract for this work 
they will not hesitate to call for inspection and at 
the same time, the calls should not be so necessary 
under such a system. 

We would like to hear trom any master plumb- 
ers or steam fitters who have in effect such a plan 
as this, that we may publish anything along this 
line that might be of interest. It is possible that 
some interesting developments may come from it 


E. W. BLATCHFORD. 


A lite well lived was that of E. W. Blatchford, 
who died last Sunday in Chicago. His was a broad 
vision—further than the factory, or the countin; 


cy 
~ 


room. 


, 


As the head of a house whose product was lead 
he did not allow the thought of pipe, lead bends 
and traps to make sordid the larger things of every 
day experience. 

Hardly an important public trust in Chicago but 
As trustee 
for both the John Crerar and Newberry libraries he 


has felt the touch of his guiding’ hand. 


has done notable work. During and after the civil 
war he gave much thought to the work of the 
United States Sanitary Commission, of which he 
was treasurer. 

In the trying days tollowing the Chicago fire in 
1871 he was one of the most active men in the great 
relief work, and it is said that he did more than any 
other single individual to alleviate suffering. 

His interest in the Congregational Church, and 
particularly its missionary activities, led him into 
strange lands and among curious peoples. ‘Thou- 
sands today pay tribute in memory to one who has 


given and toiled for them. 











A New Jersey Public Comfort Station 


Plans of a Recent Installation at Newark, New Jersey, Showing 
an Underground Station With Some Commendable Features 


By JOSEPH GRAHANMNI 


a public comfort sta 

which aAfe here- 

Park on Broad 

iurisdiction ot the 

( ouncil voted an ap- 

500 for the construction of a Public 
Military Park The actual cost of 
4.02. This station was completed 

ise in July, 1910, and was opened 
sth day of July. The expense of 
maintenat to December 31, 1910, 
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The station is open all of the seven days of the week from 

1. to 12 p. m. It is of the underground type and 
measures (inside dimensions) 33 feet and 7 inches wide by 
14 feet and 8 inches long. On the men’s side there are 10 
losets, 12 urinals and 4 lavatories; also a male attendant’s 


t 


room. On the women’s side there are 7 closets and 5 
lavatories with a female attendant’s room. Some of the 
closets are reserved, a small fee being charged for their 
use. This privilege includes the use of fresh soap and 
clean towel. 

Other parts of the equipment are the heating room, the 
coal bins, the ventilating dome with steel flue, fireproof 
stairs and partitions, tiled floors, stall partitions of polished 


marble. etc 
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Plan Under Ground, Public Comfort Station No. 1, Newark, N. J 
BROOKLYN MASTER PLUMBERS’ GOLDEN vice-president; Jouis P. Gfroerer, treasurer; James 7] 
| a Keenan, secretary; Louts Irisse, financial secretary; Mich 
— ael J. McGrath, sergeant-at-arms; Martin J. Hayden, mar- 
The Brooklyn iii “a ‘i New York City Master shal: board of directors, William FEierman, chairman; 
Plumbers’ Association was fifty years old last week, and Thomas E. O’Brien, Edward Macdonald, Michael I. Glea 
in celebration of this golden anniversary the annual enter- son, John W. Sands. 
: tainment and ball was held Tuesday evening, January The committees, whose arduous efforts made the event , 
<q o/ 7 ) ~ af ) - , va e 7rva ¢ > - ‘4 
20th, at Prospect Hall in Brooklyn, with a large attend a most pleasant success, were headed by the following 
4 - “2 ° L > | > ~ > y ~ ¢ > n° ~ 4 +o = . , , 
ance nearly 2,000 persons being in attendance. A vaude eentlemen: Matthew J. Kennedy, arrangements; Thomas 
: ville entertainment included some Of the best professional EK. O’Brien, reception; Martin J. Hayden, floor director, 
talent in the city, and the dancing which followed kept and R. L. McChesney, chairman of the floor committee. 
the crowd until the last notes of “Home, Sweet Home’ ; | 
Nearly every member of the association was in attend 
were played. | : 
on —_ ; ; - ance accompanied by his wife, and almost every supply 
[he association held its first meeting fifty years ago in } is Htaciiie 1 York 
. ‘ .  - louse in tareater ew OrK Was represented 
Uncle Sam’s Hall, then at Myrtle Avenue and Adams 
Street, moving when the change of location was deemed 
desirable to Washington Street and then to Fulton Street. PLANS NEW PLUMBING CODE FOR PORTLAND, 
At present the meetings are held at 81 Hanson Place. MAINE. 
Twenty-five members constituted the association during 
| its first year. Now it has more than nine hundred mem- Plumbing Inspector Charles O. Morton, of Portland, 
bers. Me., is preparing for submission to the city council, an 
Borough President Lewis H. Pounds, Superintendent of ordinance to amend the present building and plumbing ‘ 
Buildings P. J. Carlin, Health Officer Dr. J. J. O’Connell laws so as to prohibit the discharge ot oils and gasoline 
and a number of other officials were, with their wives, through garage drains into the city sewers. Frequency of é 
guests of honor. explosions and gases in drains and conduits, with the re- 
3 The past presidents, the men who have done most foi sultant danger to public health from the accumulation of 
the association are: H. W. Parsons, James Armstrong, gases in basements of buildings have been regarded with 
J William C. O’Keeffe, James W. Birkett, Martin Fallon, grave concern by the board of health. Mr. Morton has 
: Thomas H. Radcliffe, Thomas Kelly, Michael IF’. Gleason, made a thorough investigation of the subject and is satis- 
George Smyth, William Eierman, James L. Meeks, George fied that the present system of permitting garages to 
B. Lewis, George Cummings, Mortimer J. Lyons, Thomas discharge gasoline into sewers is dangerous and_ that 
H. Hudson, William J. Fitzgerald, Charles Schlichtner, it is only through good fortune that the city has escaped 
Edward Macdonald, Dennis Donnegan, William Brown, some of the serious explosions which have been reported 
Thomas E. O’Brien, John W. Sands. in other communities where this is permitted. [Portland 
The officers are: has many garages, public and private, which have drains 


Dennis J. Donovan, president; Matthew J. Kennedy; entering the city sewers. 
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POOR BOILER CONNECTIONS 
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on the upper boiler the system rights itself. The min- 
ute you open it it “wrongs” itself. It is a single sys- 
tem as seen by sketch 
I remedied the trouble for the time being by cutting 
and plugging the pipes as indicated by cross. 
Now if you can give me a little light on the subject 
I will be very much obliged H. H. 
show the connections submitted by correspondent 
yr. I 
The direction in which the hot water flows from the 
two boilers is shown by the arrows. It will be observed 
that the flow from the two boilers is not in the same di- 
rection, as it should be, but in opposite directions, so 


that the two flows are opposing and blocking each other. 


the entire trouble, al- 


work has been carelessly con- 

other detects Mia) effect the result 

lowever, we are ignorant, and therefore 
understandingly. 

upper boiler hot be one cold when 


in operation. we are unable to 
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Fig. 2. 
state, and would suggest that correspondent write us fur- 
ther concerning the possibilities. 

However, we submit in Fig. 2, connections that we 
believe will give a good account of themselves 

It will be noted that in our plan, all hot water is taken 
to the upper boiler before being distributed to the fix- 
tures, so that when it finally passes to them it flows in 
one direction only, with no possibility of being obstructed 
by a counter flow. 

If possible, we would advise taking the flow from the 
rather than 
connect as shown in Fig. 2, but presume it is not prac- 
icable to do so. 


furnace coil Into the side ot the lower bouler 


CONTENTS OF CYLINDRICAL TANKS. 


Editor “Domestic Engineering”: I have two cylindrical 
tanks, one, 8x20 ft., and the other 21%4x47¥% ft. I en- 
close rough sketch, Fig. 1, of the tanks in question, and 
would like to ask how I can find out the number of gal- 
lons of water each will hold. 

Cincinnati, O. Beginner. 


ee 


There are 7.4 gallons in one cubic foot of water. There- 
fore, if we find the number of cubic feet in these two 
cylindrical tanks, shown in our illustration, and multiply 
these results by 7.4, we shall get the number of gallons 
contained in each. 

To find the cubic feet in a cylinder, get the area of the 
circle, and multiply this by the height. 

The area of a circle is found by multiplying the square 
of the radius by 3.1416. 
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hen the cubic feet in th small tank will be 44 
116 X20—1,005.31 cu. ft. 
he number of gallons in the tank will be 1,005.31 <7.4 
439.3 gallons. 
Che cubic feet in the large tank will be 10.75 *10.75> 
1416 X47144=17,244.4. The number of gallons in the 
tank will be 
17,244.4 X 7.4= 127,609 gallons. 
[he above results are close enough for all practical pur- 
poses, but a more accurate method 1s to find the cubic 
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—_ = me PM ee 


























Fig. 1. 


inches in the tanks, and divide by 231, the latter being 
the number of cubic inches in a gallon. 

Using the same rule for finding cubic contents as be- 
fore, we find the cubic inches in the small tank to be 
48 <X 48 X 3.1416 K 240= 1.737.174 cu. in 
1.737.174 ; Zed | ’ i020 gallons 
The cubic inches in the large tank will be 129 129> 
3.1416 * 570= 29,799,241 cu. in. and the number of. gal 


lons, 29.792.241--231> 129.001 vallons 


THE VACUUM VALVE. 
Kditor “Domestic Engineering” Please describe the 
use of the vacuum valve, its operation, where it should be 
placed, ete. \pprentice. 


lopeka, Kan. 


lhe vacuum valve is used on the cold water supply to 
the kitchen boiler, for the purpose of preventing siphon- 
age of the boiler. 

Owing to the fact that when a boiler is supplied from 
an attic tank, and its supply therefore comes from above 
rather than from below, there is no danger from siphon- 
age of the boiler in such a system, but in the case of the 
pressure boiler, with the boiler tube extending down 
toward the bottom, nearly the entire contents of the boiler 


_— 


be siphoned, and it becomes necessary to prevent 
ich a result. 
in our illustration we show a vacuum valve properly 


connected to the high point of the boiler supply. In order 


to break a siphon, air must be admitted at the crown 





] ‘ l, : } } ly ] : 
Or Nigh point, and this Ss the reason why tiie Valve 
should hye connected as shown 
\\ hen thy } sler ; rt ‘ sor ht r) = . ‘ bye > ‘7 
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ated in the supply pipe rhe vacuunl Vaive 1s so con 
structed that when a vacuum 1s created on its inner side, 
“ 7 17 ’ 
atmospheric pressure from outside will open the valve, 
: ] | | 
admitting air, and thereby effectually breaking siphonic 
~t} ) [ lar r) rr 1 . +) iy? - hy os . os rly ‘ »* 
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against the valve will keep it closed 
| 


The vacuum valve should be set to point downward, so 


that the escape Of Water may be downward upon tne 


floor, or into the sink, rather than upward upon 1} cell 
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Vacuum Valve Properly Connected. 


ing It is best to have the valve so located that it will 
discharge into the sink. 

The only thing against the use of this valve is that 
sometimes, when it has not operated for a long time, it 


; | 
mav stick ann retuse to work 


ILLINOIS PLUMBERS ELECT J. C. ROBERTSON 
OF MASON CITY, 


Vote for Two Days’ Session Next Year, Instead of Three, 
As Proposed by Chicago Delegation, Carried. 

The Illinois Master Plumbers’ Aséociation closed a 
successful meeting at Rock Island Thursday evening. ]. |. 
Cahill, of Evanston, was recommended for appointment 
to the State Board of Health, following the adoption of 
a resolution that the governor of Illinois appoint a mas 
plumber to this position. 

The officers elected were as follows 

President, J. L. 

1 


First vice-president, Bernard 


Robertson, Mason City 
(;sause, lacksonvills 

Second vice-president, (_ |... Greenwood. Princeton 

Treasurer, Geo. S. Moore, FE.vanston. 

Delegate to the 
next July, F. T. Myers, Rock Island; alternate, G. Capen, 
Mattoon. 

Member National executive committee. T. FE. Walters, 
Aurora. 

W. C. Haviland, of Aurora, the present executive set 


retary, will be reelected by the directors when his term 


National convention at Atlantic Cuitv 


expires in July. 





Meeting of Heating and Ventilating Engineers 


The American Society of Heating and Ventilating Engineers Held 
Its Twentieth Annual Meeting in New York City, Jan. 20-22, 1914 


Ventilating En- 
twentieth the 


Building, 29 West Thirty-ninth 


American Heating and 
held its 
neering Societies’ 
New York, January 20th, 21st and 22nd 

An informal reception was held from 1 to 2:30 o'clock 
the had opportunity of 


greeting old friends and meeting new ones 


The 


gyineer©rs 


Society of 


annual meeting in Iengi- 


street, 


when members and guests an 


Tuesday Afternoon Session. 
fuesday afternoon session was called to order by Presi- 
dent John F. Hale at 2:45 o’clock. 
The roll call being suspended, President Hale made his 
report. 
lhe 
The 


cash on hand to be $2.823.20. 


secretary then read his report. 


treasurer read his report, showing the amount of 


\ll the 


members 


The secretary read the Report of the Council 
to the 
voted by mail ballot were passed 

Mr. Hart read the report of the Illinois Chapter. 
the of the New 


amendments the constitution on which 


Secretary Goodnow read report York 


( hapter. 
Che 
taken up, this included: 


report of the Committee on Standards was then 


House Heating Boilers 
Minimum Temperatures. 

Pilot Tube. 
Upon motion of Jas. A. Donnelly it was voted that the 
Standards be 


\ssociation of Master Steam and Hot Water 


Testing 
(Outside 


“a (‘ode for 
ly Standard 
‘se of the 


( Standardization of the l 


(ommiuttee on requested to co-operate with 
National 
litters, 
specification containing the code for Testing House Heat- 


the 


architects and engineers, to develop a standard 
Joilers. 
Lyle requested that the report of 


the U of the 


ing 
} | 
the 


the (ommittee 


on Standardization of se Pilot Tube be 


until tomorrow. 
Mackay, chairman of the Committee on 
that had 


matter then 


deferred 
W. M. 


ing (,uarantees, 


Heat- 
been done 


the 


nothing 


He 


reported 


further in regard to this read re- 


avg. 


counse! 


two 
that 


port submitted years 


lt the 


was voted be retained to arrange 
guarantee in legal form 
Hale then appointed the following 
of election: R. B. Hunt, New York: A. A 
York: I: Vew York. 

The secretary then read the amendments to the charter 


had 
the 


tellers 
New 


President as 


Kieh. 
K. Davis, 


revision of the constitution, which been voted 


on by ballot, 
This matter was deferred until Thursday. 


and 
mail which was discussed by members. 

The election of the nominating committee tor 1915 was 
then taken. 

Messrs. Weinshank, 
tellers of election 

The following gentlemen were elected as a nominating 
committee: C. F. Newport, J. I. Lyle, John D. Cassell, 
r. Ea. and F. 


The secretary announced the names of the newly elected 


Davis and Capron were appointed 


Seward K. Chew. 
members. 
The meeting then adjourned. 
Tuesday Night Session. 
Tuesday night session was opened by Vice-President 
Franklin at 8:30 o’clock 


140 


The “Report on the Work of the Ventilation Division 
of the Chicago Health Department,” by E. Vernon Hill, 
(Chicago, was the first paper read. 

President Hale then took the chair. 

The tellers then made the following report of election 
R. 


First vice-president—E. F. 


President—S. Lewis, Chicago. 

Capron, Chicago. 

Second vice-president—D. D. Kimball, New York. 
Donnelly, New York. 

Capron, D. D. Kimball, 
Allen, W. W. Macon, 
G. McCann, F. ] 


Treasurer—Jas. A. 

Council: S. R. Lewis, E. F. 
J. A. Donnelly, J. FF. Hale, J. R. 
Fk. T. Chapman, J. M. 
Cooper and H. M. Hart 

The of the Committee 
puslory Ventilation was then read. 

Mr. Weinshank brought in a minority report on this 


Stannard, F. 


report on Legislation for Com 


subject. 
Mr. 
manufacture of steel pipe from the mining of the ore to 


Roland then gave an illustrated lecture on the 


the 


finished product. 


Wednesday Morning Session. 

\ special meeting was held Wednesday morning at 10 
o'clock the of the report of the 
tee on Compulsory Legislation with special reference to 
a Model Ventilation 

The president the 
report at Thursday morning session: 


Dr. Hill, F. 1. 


for discussion Commit 
Law 

committee t: 
Lewis, F. L 
(Cooper and Mr. Cassell. 


following 
S. R. 


appointed 
Busey, 


Wednesday Afternoon Session. 
Wednesday afternoon session was called to order by 
Hale at 2:30. 
read a paper entitled “Cooling Two 


President 
\. M. 

Rooms in a Country Residence.” 

* Mr. Feldman then read a paper entitled “A Ward Cool 


Feldman 


ing Plant in a Hospital.” 
Dr. Levy of the Mt. Sinai Hospital made a very in 

teresting address on the subject. 

» The report the Committee of the 

ot the Use of the Pitot Tube was then read by J. 


Standardization 
I. Lyle, 


ot 


chairman. 

\V. F. Verner read a paper entitled “Coefficient of Heat 
Transmission in a Pressed Steel Radiator,” by Prof. Jno 
R. Allen. 

The secretary read the report of the Massachusetts 
chapter. 

Mr. Cooper read the report of the committee appointed 
the to attend the School 
Hygiene. 


The secretary reported tor the committee attending th: 


by Society Congress of 


sessions of the Conservation Congress. 
lL &, for the Committee 
Hazard. 
The 


Tests. 


Donnelly reported on Fir 
the Committee on 
under Fan Blast 


and House Heating 


made a for 
Heating 


Gravity 


report 
Coils 


Systems, 


secretary 
including Condi- 


tions, One Pipe 
Joilers. 
room Ventilation. 

The topic, “Humidification of Air in Residence Heat 


Cooper reported for the Committee on Schoo 


ing.” was then discussed. 
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The secretary read a paper entitled, “Heating Practice 
in Sweden,” by H. G. T. Theorell, of Stockholm. 

The question of the Reserve and Research Fund was 
then taken up. 

Upon motion of F. |. Cooper the Council was _ in- 
structed to investigate and report back to the member- 
ship the question of starting a research and reserve fund, 
and also the question of life membership. 

Mr. Kimball made a report on the work being done 
by the New York Ventilation Commission in reference 
to Schoolroom ventilation. 

The meeting then adjourned. 

Thursday Morning Session. 

Thursday morning session was called to order at 10:45 
by Vice-President A. B. Franklin. 

C. M. Ripley read a paper entitled “Life of Building 
Power Plants.” 

W. W. Macon read a paper entitled “Effect of Time 
in Determining Radiation,” by John R. Allen. 

W. W. Macon read a paper entitled “Heating Practice 
in France,” by Gustave Debesson. 

Upon motion by Mr. Bolton a vote of thanks was 
tendered the author for his excellent paper. 

H. W. Verner read-a paper entitled “Flow of Steam 
in Pipes.” 

The meeting then adjourned. 


Thursday Afternoon Session. 

The Thursday afternoon session was opened by Vice- 
President Franklin at 2:30 o'clock. 

The secretary read a paper entitled “Heating Practice in 
Germany,’ by H. W. E. Muellenbach. 

The topics, “Standard Specifications for Cast Iron Radi- 
ators” and “Experience with Fractional Valves,’ were 
then discussed. 

“Experience in Heating Concrete Construction” was 
discussed, Mr. Otis relating an experience in heating two 
concrete structures. Other experiences were given by F. 
K. Davis, S. R. Lewis, H. M. Hart, FE. K. Munroe, and 
Col. Myrick. 

Mr. Chew reported for the Auditing Committee that 
the books of the secretary and treasurer had been exam- 
ined and found correct. 

Prof. Kent offered a number of amendments to the 
new constitution, which were voted on. 

The installation of officers was then in order. W. M. 
Mackay and J]. I. Lyle were appointed to escort the 
newly elected officers to the chair. 

Vice-President Franklin addressed the newly elected 
president, S. R. Lewis, and vice-president, E. F. Capron, 
and the new board of managers: Treasurer J. A. Donnelly, 
Retiring President John F. Hale, W. W. Macon, Frank 
T. Chapman, Frank G. McCann, Frank I. Cooper, H. M. 
Hart. 

President Lewis then took the chair and thanked the 
members for the honor conferred upon him. 

Upon motion of H. M. Hart a rising vote of thanks 
was tendered the Entertainment Committee. 

F. L. Busey then read the report of the Committee on 
the Ventilation of Moving Picture Shows appointed at 
the Wednesday morning session. 

The meeting then adjourned. 

Immediately after adjournment a meeting of the Coun- 
cil was held. 

Entertainments. 

An informal reception was held Tuesday afternoon at 
1:30 o’clock in honor of the visiting ladies, in the Ladies’ 
Room on the ground floor of the Engineering Societies 
building. Tea was also served in this room, the same 
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afternoon, from 4 to 6 o’clock. The hostesses were Mrs. 
W. F. Goodnow, Mrs. W. W. Macon, Mrs. F. T. Chap- 
man, Mrs. F. K. Chew, Mrs. Perry West, Mrs. ]. I. Lyle, 
and Mrs. W. H. Driscoll. 


ft the members and ladu Ss Was held 


A social reunion « 

Tuesday evening from 7 to 7:30 o'clock, which was in 
the hands of the entertainment committee. 

A number of interesting trips were planned for the 
ladies and others who desired to accompany them for 
Wednesday afternoon. 

There was a foregathering in the Engineering Societies 
building at 1:15 o'clock by those desiring to participate 
in this part of the programme. 

A party in charge of Mrs. Arthur Kiewitz, assisted by 
Mrs. W. M. Mackay and Mrs. Homer Addams, left the 
building at 2 o’clock en route to the Franco-American 
Food Co’s. kitchens in Hoboken, N. J. 

\nother party in charge of Mrs. Jas. A. Donnelly, as 
sisted by Mrs. F. K. Davis and Mrs. ©. E. Scott, left 
about the same hour to visit the laboratories of Colgate 
& Co., Jersey City, N. J. 

\ limited number in charge of Mrs. Perry West and 
Mrs. J. I. Lyle visited the Research Laboratories of the 
Rockefeller Institute at 4 o’clock. 

On the return of these parties, tea was served in the 
Ladies’ Room. 

The Ladies’ Committee having charge ot these enter 
tainments consisted of: Mrs. W. F. Goodnow, Mrs. W. 
W. Macon, Mrs. W. S. Timmis, Mrs. J. [. Lyle, Mrs. I 
T. Chapman, Mrs. F. K. Chew, Mrs. Perry West, Mrs 
Arthur Ritter, Mrs. W. H. Dirscoll, Mrs. Jas. A. Don 
nelly, Mrs. F. K. Davis, Mrs. Arthur Kiewitz, Mrs. W 
M. Mackay, Mrs. W. H. McKiever, Mrs. Homer Addams, 
Mrs. R. P. Bolton, Mrs. C. If Scott, and Mrs. A. S. 
\rmagnac; assisted by Perry West, W H. Driscoll, W 
F. Goodnow and F. K. Chew. 

Annual Dinner. 

The annual dinner of the society was held at the Hotel 
Martinique, Wednesday evening, at 8 o'clock, and was 
a success in every way, 175 members and guests being 
seated at the numerous tables in the large banquet room 
on the mezzanine floor and overflowing into the ball 
room adjoining it. 

As soon as the diners had taken their seats a flash 
light picture was taken. This photograph is reproduced 
on pave 19 of this issue 

\fter the first course, the toastmaster, Retiring Presi- 
dent John F. Hale, introduced F. K. Chew, New York, 
who responded to the toast, “The Ideals of the Founders 
of the Society.” This was tollowed with a musical num 
ber and the second course of the dinner 

The toastmaster introduced the second speaker of the 


evening, Frank Irving Cooper, Boston, who responded 
to the toast, “The Influence of the Society Upon th 
Profession.” 

Mr. Cooper came well prepared for his task, and when 


| 


he had finished, another course being ready, the ideals 
of the speakers were forgotten for the moment, and the 
course given due attention. 

We were getting used to this sort oft 
this time and were quite resigned when a course was 
stopped in order to let H. M. Hart, Chicago, tell us about 
“The Influence of the Society Upon the [:quipment.” 

The talk of Mr. Hart disclosed the interesting and 
paradoxical fact that while the society had influenced 
the selection of better equipment, the lowest bidder usu- 
ally got the job, that is in Chicago, Mr. Hart, being con- 


treatment by 


servative, only spoke for Chicago. 
The next speaker was President-Elect S. R. Lewis, 
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llurley. Worcester 


) 41 | 
, . 
fi] ian 


> 


Mane nestet 
Provide nce 


WANTS PLUMBING, ELECTRICAL AND BUILD- 
ING INSPECTION CONSOLIDATED. 


building inspector of Salt Lake City, Utah, 
n with the city commission to 


commendatio 
departments of building inspection, 


on and electrical inspection be combincd 





(‘onsiderable friction and some menac: 


proper building construction results from the 
if these three departments separately, accord 
und, and he strongly urges that the consolida 
the dinnes cted at once 

week the three hold-over members oft the cits 


NEW ENGLAND PLUMBING INSPECTORS’ AN- commission practically agreed on the consolidation of 
NUAL DINNER. the building inspection and electrical inspection depart- 

ments, but the question ot putting the plumbing depart- 

nting nearly ment under the same head has not been considered here 
england stat were present at the annual din tofore. Mr. Lund argues that all three 


n plumbing inspectors, repre se 
offices come un- 


! der one department in most large cities. He points out 


ie New k[neland Association ot 
Inspectors which was held at the Quincy House, that the duties of each office are so interwoven with 
on, last week. The association has seve nty-two names those of the other departments that it 1s almost essential 
membe rship roll Three new members were vote cd to ade quate enforcement f f building regulations to Op- 
\. W. Goodman, ot Providence, R. L.; erate them trom a single head 


in at the meeting 
J. P. Kelley, of Boston, and J. T. Warsaw, inspector tor 


Rockland, Weymouth and Whitman, Mass. <Atter the din Financial Troubles. 
ner a photograph of the gathering was taken by Elmer Swanton, Vt.—The plumbing tirm of H. F. Martin & 
has made an assignment tor the benefit of its credit- 


| kpression on the races (© 
The habilities of the firm are about $8,000. The busi- 


(hickering and. the pleased ( 
best proof that the dinner was a suc ors, 
cess ness was started 35 years ago by H. F. Martin. 

In addition to the ofhecers announced in “Domesti Oakland, Cal.—Albert Rowse, a plumber in this city, 
| the follow has filed a petition in bankruptcy He scheduled his 


association elected i 
liabilities at $2,163. 


the members 1s the 


Eneimeerimeg last week thie 


iw fate vice presidents 


f the New England Association of Plumbing Inspectors, Held at the Quincy House in Boston, Mass., on Monday 


Annual Dinner of 
Evening, January 1%, 1914. 
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| — — lwentieth Annual Convention 
Hi. G. Helstrom, of Eau Claire . 
, “ae One Long to be Remembered 
Elected President : 
: 
4 at 
ee 
i 
y -e 
+ ~*~ 
; - 
q °° = 
3 : =a 
i & « 
: The New State Capitol at Madison in Which the Convention Was Held. Vhoto by Staff Correspondent of “Domestic Engineering 
3 HAT was declared to be the most “live-wire” con- Immediately following these addresses, the chair ap 
E vention in the history ot the Wisconsin Master pomted I. _. RR Vston, >] Madison, as serveant f-AaTmMs 
3 Plumbers’ Association was held Tuesday and Nine others were named as his assistants. & 
; Wednesday, January 20th and 21st, at Madison, Wis. The C A ; : 
: ommiuttees »pointed. 
meeting which convened in the splendid assembly cham PP 
ber of the state capital, marked the twentieth annual con the following committees were thereupon appoimntes 
vention of the Wisconsin association. Credentials: Wm. Owens. Madison: Otto Biefield. Wa- 
[he weather on the opening day of the convention, tertown; J. H. Zimmerman, Beloit; J. G. Mueller, Osh 
although damp and cloudy, did not at all dampen the kosh: W. F. Baker. La Crosse 
spirits of . delegates, for as ‘ particips -emarked- ' 
| : rit of the deleg ites, for as one participant remarked oe a 7 oe a Fis 
7 ss always fair weather, when good plumbers get to Wausau: C. A. Snvder, Janesville P. H. Rvan, Appleton: 
gether. | 
; los. Neil, Superior. 


| ' 1] 
Many delegates began to arrive in the city Monday . . ; . 
| , , ‘ P . Resolutions: Frank Kuetemeyer, Milwaukee H. Mor- 
| evening, while on Tuesday morning groups of delegates | si 
' ris, Racine; A. W. Delforge, Green Bay; Phil Murphy, 
began to pour into the convention headquarters at the : 
Milwaukee: B. qT. Bre We! Waukesha 


Park Hotel, Madison’s top-notch hostelry. The genial 


and dashing boys from Milwaukee were among those who Grievance: E. L. Pierce, Wausau; J. M. McCoy, Fond 
‘ pulled into town with the Tuesday crowd. du lac; Emil Henoch, Milwaukee; E. J. Sullivan, Kenosha; P 
: Ed. Grassler, Milwaukee 
Opening Session. President Hanley introduced Lester W. Hutchcroft, 
The convention was called to order by S. V. Hanley, assistant secretary of the Wisconsin State Board of 
president of the state association, at 10 o’clock Tuesday Health, who appeared as a proxy for Dr. C. A. Harper, 
morning. Mr. Hanley in the course of his opening re- secretary of the board, the latter’s absence being occa- 
marks, spoke of the commendable work rendered by the sioned by a severe illness 
association in the formulation of the tentative plumbing Mr. Hutchcroft read an essay on “Sanitation,” and its 
code for Wisconsin. relation to the new plumbing code. After the reading 
The next speaker on the rostrum was Wm. Owens, of this paper, the Assistant Secretary of the Board com- 
; president of the Madison Master Plumbers’ Association, mended the code and said that he believed that Wiscon- 
é who welcomed the delegates on behalf of the local or- sin had as good a plumbing law on its statute books as 
ganization. Then followed an address of welcome to the can be found in any state in the Union. He declared that 
city, by Mayor John D. Heim of Madison. oreat credit was due the Legislative Committee of the 
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State association tor its strenuous efforts In boostiny 
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well- 
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that master plumb 
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matters of policy. 
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plumbers 
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Delegates and Visitors at the 
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Wisconsin 


ors 
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Tuesday Afternoon Session. 
The appointment 
the 


of a committee on Overhead Expens 
of Hanley 
lected the following committeemen: H. G. Helstrom, Ea 
Honald, Wittig 
their which was adopted by th: 
that 


was first order business. President 


= ¢ 


Claire: Chas. and 


Milwaukee. 


convention. 


Sheboygan, Joseph 
In 


was 


repe Tt 


it declared there be no doubt 


that many cases of failure in the plumbing business ca: 


can 


be traced directly to haphazard methods of estimating 


costs. They advocated the use of A-1 cost keeping rec- 


ords well as a thorough and _ scientific 


The 
ae) 


as system 
gist of their further suggestions on the 
the effect that 19 the 


allowed for overhead and 


accounting. 
lowest 
lf 


subject cent 1S 


that 


was 
he 
per cent as the minimum figure for profit. 
The 


Chief 


per 
can expense, with 
session was 
King. This 


marked attention of the dele 


first during the afternoon 


state 


speaker 
Plumbing Inspector Frank R. 
progressive official held the 
gates during his clear explanation in an unofficial capacity 
of the different 
\ 
token of 
talk. 
Then followed the roll call. When the name of W. E 


(;,00dman, the hale and hearty veteran from Milwaukee, 


sections of the new tentative plumbing 
Mr 


and 


code. rising vote of thanks was given King as 


appreciation of his interesting instructive 


was called, a round of cheers resounded through the big 

assembly chamber. 
After roll call W. 

of the Wisconsin State 


pear on the platform. 


(>. Kirchoffer, consulting engineer 
Board of Health, was next t 
He of 
helped formulate the new code—particularly the part on 
He said part 
that the code would certainly put out of business the old 
“We don't tc 
eround,” declared Mr. 
Milwaukee, the master plumbers 


State of 


) ap- 


was one the able men whi 


cesspools and septic or biological tanks. in 


cesspools. have 


the 


fashioned any 


holes 


Ie ybertson 


the 


propose 
more dug in Kirchoffer 
|. b 
representative 
efly « the 
talk. 
W. W. 
Worrall, 
Black, 


Duluth, 
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spoke 
Mr 


Board Examiners, 


the 
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bri Nn sood n code. followine 


points 
Kurchofter’s 
Associa 
Minne 
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Minnesota 
ot 
and 


President lluches. ot the 
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f1on: s State executive 
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state treasurer. Minnesota. 


l‘arrell, each made addresses regarding 
progress of association work in Minnesota. They were 
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Convention at Madison 











First Picture, Left to Right: C 
FE. Farrell, President Duluth |. M 
Ass'n; W. W. Hughes, Presi- 
dent Minnesota Ass'n; lL. P 
Worrall, Executive Secretary 
Minnesota Ass'n. 


tloughton, Manitowoc 


accord in their sentiments of appreciation of the assist 
ance and encouragement given by the Wisconsin asso 
lation in the upbuilding of the Minnesota organization 
\mong others the names of W. H. Halsey, George F 
‘eeke and Jacob Schuh, were spoken of in the highest 
rms by the speakers, who said that the help rendered 
by these men toward the strengthening of the Minnesota 
association was of great assistance. 

Thomas Ferguson of Madison, president of the Jour- 
neymen’s State Association of Wisconsin, and the jour- 
neyman member of the State Board of Examiners, occu- 
pied the platform during a short talk in which he lauded 
the recent plumbing law of the state, and expressed the 

ope that the feeling of harmony and brotherhood be- 
tween master plumber and journeyman may continue for 
any years to come. 
Liability Insurance. 
George Leubke, secretary of the Master Plumbers’ 
Limited Mutual Liability Company of Milwaukee, told 
the work of this concern. He said the company has 
turned over to the gentlemen who first joined in this now 
successful insurance experiment, over 60 per cent of the 
money they invested in policies. Mr. Leubke urged all 
master plumbers to become members of the company 
and thus participate in its profits, as well as its prote 
tion, 
The President’s Report Read. 
fter the reading of the yearly report by President 
Hanley, Vice-president Keeke, occupying the chair, asked 
he pleasure of the convention regarding the document. 
Phil Murphy of Milwaukee spoke up in a clear and 
ringing voice, and made the motion that the report be 
received and published in pamphlet form and spread upon 
minutes, and that the recommendation therein be 
dopted. This motion was unanimously carried. Mr. 
Murphy also delivered a brief address in which he praised 
the work of the 1913 State Legislative Committee. 

The secretary’s report was read by Secretary Sonntag, 
the Credentials Committee’s report being embodied in 
same. The secretarial report was received by the conven- 
tion and referred to the auditing committee. 

The treasurer's report was read by Treasurer F. E. 
Green, and was also referred to the auditing committee 

The convention thereupon adjourned until Wednesday 
morning. 

Wednesday Morning Session. 


Much enthusiasm greeted Archie J. Davis, secretary of 


the National Association of Master Plumbers, when he 
appeared before the convention. He read a paper which 
we print in part: 

“The past six months have shown a very good increase 
the membership of the National Association and I 


DOMESTIC ENGINEERING 


Manitowoc; Third Picture H. J. Bowers, Philip Fuchs, W. Ei 
i Y (;oodman, Edward CGrasslet lohn A. Stemper, A 
l. Maag, Emil Henock, Vice-President Milwaukee 


Second Picture JI. M. Phelan, 
Cunningham, Milwaukee: 









































Ass'n; F. ¢ hKuetmevet President Milwaukee 
\ss'! 
think by the ial cot Cine rst yea W ¢ vill | ip LEi¢ 
] ] ] } 
10,000 mark In the past we seem to Nave measured oul 


prosperity entirely by our increase in membership. | think 
from this time on we must pay some attention to the 
business qualifications ot each applicant tor member 


| 


in our local associations and also try to educate a great 
many of our members along the same lines 

‘As a National othcer, | would ask the men that hav 
the management of this association in their hands, that 


they see to it that there 1s no violation ot any laws of any 


kind. The National Association will not countenance an\ 
violations of its articles ot incorporated bv-laws tres 

dent Irving wants me to impress you as strongly a 
possible in regard to this tle also wished me to exten 


his greetings to you and that if the illness of his wite 
had not prevented, he would have been with you at this 
time It is very gratifying to see the steady growtl 

this association year alter year. Your president aud ot 
ficers must be pleased at the results they are attaining 


Your membership SHOWS an increase during the 


past \ ¢ iT 


of about 30. lhe great need (to my mind) in) buildu 


up local, state and National associations is to get 


petent business men that as well as knowing how t 
| { ‘ ‘ ‘ ‘ 
Measure and exXecute a10D Or! work, nave The Lioriit 
| | .,t 
nae rstanad tiie ( St Of runny rive MLISTIIEOSS 
: ; : . 
Mii Davis then read the tlowin re utior 
was adopted by the American Institute t Archite 
| 7 
heir recen immnual conye Loot yew (rieat 
' 4 
IX ¢ wf | ec hat tine LT Cy i? if fii a i ts ’ 
1 ' ’ 
(1 mtio} is mbled r¢ ()>] ! rit ] | ‘ 
our protes n the adoption a ! 
‘ | . 
letting of contracts fot mechanical equip! 
h 11%) mppMparatus plun bing ina electric | eqailipnpment 
MCaALIIIsS ipp. Aacil lis, itil ee ‘ i i i i pualpotl 


This recommendation based Moy) Cine Onviction that 
direct letting of contracts as compared with sub-letti 
through veneral contractor attords thr architect more 
certain selection ot competent contractors and more ett 
cient control ot execution work and thereby msures a 
higher standard ot work and, at the same time, serve 
more equitably the financial interests of both owner and 
contractor.” 

Following Mr. Davis, Messrs. Robertson and King made 
additional explanatory talks on the various sections of 
the Wisconsin Plumbing Law 

After these two talks, Mr. Hanley announced having 
received four new applications for membership since the 
opening of the convention 

A telegram of greeting was ordered sent by the dele- 
cates to Louis Meyer, retired master plumber, of Mil- 
waukee, and a former prominent member. As a recog- 
nition of his excellent services in the past he was unani- 


mously elected an honorary member by the convention. 
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Wednesday Afternoon Session. 
Waukesha. 


' ‘ 
nevpoyvyean. 


tf Directo 
The tfollo r wer lected members of 
Directors for the Ht. G. Helstrom, Eau Claire: 
Vv. Hanley, Milwaukee; J. Brewer, Waukesha; C. 
anterbury, Oconomowoc, and Louis Sonntag, Sheboyegar 


lwo delegates and two alternate Ss were elected tO Te] 


Commissioner of Insurance. 


le state association at the National Convention 


vith interest to Hern 


, ield next June at Atlantic City. They were: Walter 
as Soe oo See Hoyland, Madison; Joseph Brah, Milwaukee; Alternate 
7 S. \V. Hanley, Milwaukee, and N. P. Molter, Wausau. 


Other Business. 

Telegram ot congratulations was then ordered sent 1 
Wm. McCoach, treasurer of the National association, wh: 
was recently elected city treasurer of Philadelphia. 

Resolutions of thanks to Madison local for their gener 
] 


sity and 


courtesy in the reception of delegates of states 


associations were adopted, and three cheers given for 





Madison association. \ risine vote ot thanks was given 
the retiring state officers for a splendid year’s work 
Vote otf thanks to the Trade Press for the courtesy ot 


their presence at convention Was also adopted. 


Gift for President Hanley. 

The sum of $100 was appropriated by the conventiot 
for the purpose of purchasing a suitable souvenier for 
Retiring President S \. Hanley in recognition of hi 
excellent services rendered during 19135. A committee 
ot three were named to select the present. 


Entertainment Notes. 

Under the auspices of the Madison local a theater party 
and a stag was given on Tuesday evening to the conven 
tion delegates. At the Orpheum Theater, the delegates 
enjoyed a couple of pleasant hours, and many of them 
were introduced for the first time to the mysteries of the 
tango and the hesitation waltz as demonstrated by rare 
professional dancing talent on the stage. 

\t the stag party in Turner Hall, the big “blow out’ 
of the evening, nearly 300 delegates and their friends 
assembled. A fine spread of lunch and other good things 
¢reeted the visitors. Music and singing enlivened the 
occasion. 

, eT: Ee Ge eee Sas Al Voeltz of Milwaukee thrilled the party with some 
= phenomenal singing. He “put over” “Silver Threads” 


st President (Geo Reeke of Green } 


business methods of successful hability companies, and and “Apple Blossom Time In Normandy” in O. K. shaps 
concluded his address by O. K.-ing the stability of the B. J. Brewer, of Waukesha, sang “Mother Machre” and 
Master Plumbers’ Mutual Liability Company of Milwau- was encored several times. 
kee The feature of the stag was two boxing bouts (4 and 
The report of the auditing committee tound the books 6 rounds) which took place on the stage of the hall, a 
ouchers of State Secretary Sonntag correct tor the regulation ring being installed thereon. These bouts 
This report was adopted and spread on the minutes. kept the sporting blood of the delegates up to a fairly 
brisk temperature. 
The Entertainment Committee was composed of W 


s wi Hyland, Anton Metz and Wm. Owens. 
committee ot the Steamhtters’ Association of \\ is- 


Committee Appointed to Confer With Steamfitters. 


? 
i 


committee was appointed by President Han 


o determine 1 ie near future what could be . | 
Dixon, I1l.—B. E. Smice has moved his plumbing bus: 
ness from the Baker Building to the Dixon Building o: 


First Street. 


done toward bringing about the separation of p 
etrical work from the ceneral contract 
, , . ; . a : _ 
Election of Officers. Norfolk, Nebr—Heine Evanson has sold his plum 
n of officers for the ensuing year wa , ing stock and tools to B. O. Daubert, the well-know 
> OT {) i ~ ()] il iis i}? - < as 


‘cit 7 , . —_ 
and resulted as follows: master pl imber in thi city. 
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ALBANY MASTER PLUMBERS HONOR PRESI- 
DENT WALTER H. CAINES. 
[he Master Plumbers’ Association of Albany, N. Y., Gives 
Dinner in Honor oft State President Waiter ti. Caines. 


The Master Plumbers’ \ssociation, of Albany, N. \ 
ld its annual dinner and banquet at the Ten Iyck in 
iat city on Thursday evening l. 
the event was given in honor of Walter H. Caines, ot 
Buffalo, president of the New York State Association ot 
Master Plumbers, and it was a splendid evidence ot loy- 
ity and good wiil of the Albany organization and _ its 
members to the state organization and its head. The ball 
room of the Ten Eyck, in which the banquet was held, 
was decorated with the national colors, thlags and bunt- 
ing being used in elaborate and beautiful contusion 


The speakers’ table was backed by a great drop, made 


of an intermingled American and state flag. This was 
centered by a “Welcome” to State President Caines, 
worked out in varied-colored lights. lerns and carna- 


tions adorned the dining tables. A happy spirit prevailed. 
Frequent songs and toasts momentarily interrupted the 
serving of the different courses. 

The address of weleome was made by Timothy I. Ker- 
win, president of the local association. He gave elo- 
quent greeting to the assembled guests and closed his 
speech with a brief history oft the entertaining organiza- 
tion. Thomas F. Nolan was the toastmaster. His intro- 
ductions were touched with enjoyable humor 

Mr. Nolan read several letters of regret from invited 
euests who were unable to be present. (One was trom 
Gov. Martin H. Glynn, who was unable to be present. 

The first speaker was Clarence S. Keeshan, who re- 
sponded to the toast, “Our Guests.” Mr. Keeshan, in an 
interesting effort paid eraceful tribute to the various 
guests at the banquet. 

Joseph W. Stevens, mayar of Albany, spoke on “A!- 
bany; Its Future.” He referred to Albany of the past, 
with its cobble-paved streets and unsystematic business, 
to the present Albany, with its fine thoroughfares and its 
prosperous business activities. The future Albany, he 
asserted, will even be a more improved Albany. He said 
the improvements that the people want the people will 
have. 

The next speaker, Hon. William T. Byrne, whose sub- 
ject was “Patriotism,” in the course of his flowing speech. 
referred to the love of country, evidenced by the splendid 
attitude of the master plumbers toward their state and 
their country. He praised the patriotism that impelled 
them to recognize the chief executive of the state and bade 
them invite him to address them. Mr. Byrne then took 
occasion to laud Gov. Glynn, saying: “I am happy to see 
you recognizing the sterling worth of the governor, wno 
is unable to be present to-night. He is doing a wonder- 
ful work. Within the few months of his office he has 
accomplished what could not be achieved in many pre- 
ceding years.” 

Mr. Caines followed Mr. Byrne. He spoke of the warm 
welcome given him by the Master Plumbers of Albany 
and voiced his appreciation of it. The banquet came to 
a close with songs and impromptu speeches. 

A complete list of those who participated in the pleas- 
ant affair follows herewith: 

Table A.—Walter H. Caines, state president, Buffalo: Joseph 

Stevens, mayor of Albany; A. C. Kranichfeld, secretary 


rr 


V\ 


‘tate association, Buffalo: William T. tyrne, T. E. Kerwin, 
Thomas F. Nolan, Clarence S. Keeshan, Thomas A. O’Mallev 
Table 1.—Frank Lasette, John J. Hannegan, John J. Fali- 
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ai it. Brad Isa .7, O'Neil \ 
ere St Ne \ rin 
ible & era bee | he Ine hob \ Lie 
Se Vi J } } New } 
ii t Lora I\ \ j | \ 
? t \\ _ 1] i? \ 
f bred i | ‘ i \ y (; ( ere 
i . | ehat hod (> Sn \ l bilet ‘ t 
Pialole wecorge LL. | M. Ange COO] Ht. J. Bi 
les lt Pootut I hy iff reo l Miorri Arthur \ 
Lurie Tre 
Table 6 (‘harle .. -« «| .. Vleet Watertow 
harles A if Kienzis \ugust Schall William Drexle SVI 
ise: Michael J. McKeor Albany 
Table 4 John R. Sheehan, William Hl. Cahill, Schenectad,s 
kr Bannon INingsteol Louis Palmatier Theodore Webet 


lohn I. Fitzgerald 

Table ‘ A a lccke . te by eB \lenue Lie Wallace (sreenaic! 
William Ballard, Charles Schutz, John Waldbillig 

Table Krank KF. Sechimpf. John F Duran, A \ DuMond 


New York Kread \VJ Zander, Buffalo red | Irish \ubur 
kKdward Van L.ow! 

Table 10 Kdward FP. Werwin, Chas, KR. Scherel! john Leo 
Sullivan Lansing Delong, Charles EF Walsh, Edgar Kenn 
Ted Moran, New York 

Table 11 John Tl. Moran, dt Frank Wade, J. Hloward John 

on, Harry Persons, John HH. Callahan, W R. Smith, Phila 


delphia 


Table LZ Joh } | Vio iti John \\ \\ i| rs. hal w ima | klood 


Michael I) Reilly, james J. Gorman, H. | Crawford 

Table 14.—H + Whitbeck William Brownlow, William 
Smith, R. bB. Haves, Charles Boswell, H. B. Kimmey 

Table 15 John J Britt, Michael J llawkins llorace I 
Westeett, William (C. Schade, William GG. Gloeckne Wi G 
MeCormick, New York 

Table 16 David Cowan, Frederick N. Gaylord, John Eberle 


Adam E. Gray, O. C. Van Deca Krank I. Mesick 
Table 3 Joseph ©. Stopf, Gordon MeNeir, A. T. Messereau, 
DD. Edward Cassin, John T Kerwin, William Robinson, Ne 


York 


BUFFALO MASTER PLUMBERS ANNOUNCE 
DATE OF LADIES’ NIGHT. 


The Master Plumbers’ Association of Buffalo, N. \ 
announces that arrangements have been mace oOo cel 
brate Ladies’ Night at the Ellicott Club in that city on 
Thursday evening, February 12th An elaborate ban 


_~ 
~e 
_ 


quet will be served. Roy Wilson, chairman of 


tainment committee. has secured the services of several 


first-class entertainers and a most enjoyable affair is a 


sured. 
TROY MASTERS PLUMBERS ELECT OFFICERS. 


The Master Plumbers’ \ssociation, of Troy, N. , held 
its annual meeting on Tuesday evening, January 20th, and 
elected the following officers for the ensuing year: Presi- 
dent, John I. Knaupp; vice-president, William Kennedy: 
treasurer, Arthur A. Dunn; secretary, George T. Morris: 
directors: Martin Muliigan, Julius Pfau, Joseph B. De 
laney and James Kennedy; delegates to the state conven 
tion at Utica: Arthur A. Dunn, James Kennedy, Michael 
Fitzpatrick and Charles Gelach; clternates: James Tilley, 
M. J. Davern, John J. Powers and Harry J. Ryan. 


La Grange, Ill—Albert Bradley has purchased Q. A 
Parre’s plumbing and heating business at 23 South Fifth 
Avenue and will continue it at the old stand. The tran 
fer took place last week. 

Manistee, Mich.—The plumbing firm of Ferguson & 
Sims in this city has been dissolved by mutual consent, 
and John T. Sims has opened an up-to-date plumbing 
and heating establishment on the County Road. He would 
like to receive catalogs of plumbing and heating goods 


from manufacturers and jobbers. 
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February 17, and 19, 1! The twenty-third annual 


‘ . 1 | - ’ ; s — 
convention ot hio Master Plumbers’ State Associa- 


tion, at the New Gibson 


headquarters at 
House. Th Omceyr of the association are President, 
I’. W. Sponseller vice-president, James A. Wood, 


teen secretar\ asurer. Eb. Ellen. Cleveland 


February 20 and 21, 1914.—The nineteenth annual con- 
vention of the Minnesota Master Plumbers’ Association, 
at Duluth, Minn. The officers of the association are: 
President, W. W. Hughes, Minneapolis; first vice-presi- 
dent, Louis Neinaber, St. Paul; second vice-president, P. J. 
Gallagher, Faribault; treasurer, D. R. Black, Duluth; sec- 


retary, S. B. Harvey, Minneapolis 


February 25 The next regular meeting of the 


Central Supply ociation, in Chicago, with headquarters 


at the Hotel Sherman The officers of the Association 
are: President Kellogg, Chicago; first vice-presi- 
dent, P. J. Frey. Minneapolis 
A. Merkel, Cincinnati; secretary, Paul Blatchford, 1915 
City Hall Square Bldg., Chicago: treasurer, Edw. F. Nie- 
decken, Milwaukee 


second vice-president, A 


February 26 and 27, 1914.—The annual convention of the 
Nebraska Master Plumbers’ Association, at Omaha, Neb 
The officers of the association are: President, G. H. Wentz, 
Lincoln; vice-president, F. W. 
urer, H. H. Krueger, Omaha; executive clerk, J. B 
Bank Building, Omaha 


Jarclay, Beatrice; treas- 


Coningham, 402 City National 


March 9. 10 and 11. 1914. Annual convention of the 
Indiana State A ciatio Master Plumbers, at Lafay- 
President. 


ette. Ind. The association are: 


Wm. J. Woolley, 
Hayes, Indianapolis; secretary-treasurer, A. E. Werkhoff, 


vice-president, Joseph G. 


Lafayette, Ind 
March 9, 10 and 11 1914 The annual convention of 
Association of Master Plumbers, at 


Lawrence. Kas. The officers of the association are: Presi- 


the Kansas stat 


dent. A. P. Elder. 208 Main Street, Ottawa, Kas.: secre- 
ary, E. D. Draper, 644 State Street, Kansas City, Kas. 


March 10 and 11, 191 The annual convention of the 
New York State Association of Master Plumbers, at Utica, 
N. Y., with headquarters at the Hotel Utica. The officers 
of the association are: ‘esident, Walter H. Caines, 654 
Main Street, Buffalo; secretary, A. C. Kranichfeld, 434 


Genesee Street. Buftalo 


April 20 and 21, 1914.—Annual meeting of the National 
Pipe and Supplies Association, in New York City, with 
headquarters at the Biltmore Hotel, Vanderbilt Avenue 
and 43rd Street. The officers of the Association are: 
President, W. M. Pattison, Cleveland, O.; first vice-presi- 
dent, A. L. Scott, San Francisco; second vice-president, 
Alex B. Pierce, St. Louis; treasurer, C. G. Cornell, jr., 
New York City; secretary, George D. Mcllvaine, Pitts- 
burgh, Pa. 


April 20-21, 1914—The tenth annual convention of the 
Kentucky State Association of Master Plumbers, at Lex- 
ington, Ky. The officers of the association are: Presi- 
dent, G. W. Shardein, Louisville; vice-president, W. H. 


Dahlenberg, Covington; secretary, W. W. White, 606 
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York Street, Newport, Ky.; national state vice-presi- 
dent, B. J. Durham, Ashland. 

April 21 and 22, 1914.—Annual convention of the Penn- 
sylvania State Association of Master Plumbers, at York, 
Pa. The officers of the association are: President, D. F 
Durkin, Philadelphia; vice-presidents, George W. Palmer 
Lemoyne; Robert Purse, Johnstown; E. D. Swoyer, Allen- 

treasurer, John H. Birchall, Allentown; secretary, 
Righter, 5424 Germantown Avenue, Philadelphia. 

26, 27 and 28, 1914.—The sixth annual convention 
National District Heating Association, at Roches- 
N. Y. The officers of the association are: President, 

Morgan Bushnell, Chicago; first vice-president, E. Dar- 
row, Indianapolis, Ind.; second vice-president, H.R. Weth- 
erell, Peoria, Ill.; third vice-president, D. S. Boyden, Bos- 
ton; secretary-treasurer, D. L. Gaskill, Greenville QO. 


Bacinose\es i: 


“ures— 


Des Moines, Iowa.—P. H. Lynch has opened an up-to- 
date plumbing establishment at 535 Sixth Street. 

Martinsburg, W. Va.—Charles Smith will open a plumb- 
ing establishment on South College Street on April 1st. 

\tlantic, lowa.—Wissler & Worth is the style of a new 
firm which has just opened an up-to-date plumbing estab- 
lishment in this city 

Wellington, O.—]J. W. Shook is making arrangements 
to open a plumbing establishment in the Sooy Building 
on West Main Street. 

Gary, Ind—The H. H. Highlands Co. of this city, has 
been incorporated with a capital of $4,000, to continue 
the plumbing business of H. H. Highlands. The in 
corporators are: H. H. Highlands, Hubert F. Highlands 
and I. E. Kidwell. 

Rochester, N. Y.—The J. F. Dunn Contracting Co., of 
this city, has been incorporated with a capital of $5,000, 
to conduct a plumbing and heating business. The in- 
corporators are: John F. Dunn, G. L. Dunn and Henry 
L. Braun, oll of Rochester 

leveland, O.—The Silver Plumbing & Hardware Co., 
of this city, has been incorporated with a capital of $10.- 
000, to conduct a plumbing and hardware business. The 
incorporators are: J. M. Bernstein, J. M. Ulmer, F. Allen, 
Eugene Baker and D. Kolsheim. 

Schuyler, Nebr.—C. S. Coonrod has purchased the 
plumbing stock and tools of the plumbing and _ hard- 
ware firm of McIntire & McLeod, and he has opened 
an up-to-date plumbing establishment in this town. Mr 
McIntire retires and Mr. McLeod will continue the hard- 


ware business. 





Savanna, Ga.—Charles W. Tanner has been appointed 
plumbing inspector to succeed J. J. Mahana, who recently 
resigned to open a plumbing establishment on his own ac- 
count. 

Buffalo, N. Y.—Frank W. Postle is erecting a very at- 
tractive building at the site of his old plumbing estab- 
lishment at 2321 Main Street in this city. The new 
building is 38x120 feet. Terra Cotta brick is used in its 
construction and it will have three stores and a garage 
on the first floor, while the second floor will be used for 
residence purposes and for Mr. Postle’s plumbing office 
and shop. 
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Harry Smith Maddock. 


Harry Smith Maddock, president of the Thomas Mad 
dock’s Sons Co., of Trenton, N. J., died at his home in 
that city on Saturday morning, January 24th, following 
a brief illness in his 53rd year. He was at his office at 
tending to business on Monday, January 20th, and on 


Tuesday he was stricken with a severe attack of gastritis 


This was followed by a complete nervous breakdown and 


pneumonia, which caused his death in less than four 
days. Mr. Maddock was the son of the late Thomas 
Maddock, one of the pioneer manufacturers of sanitary 
pottery. He was born in Brooklyn, N. Y., July 15, 1861 
He attended the public schools of Brooklyn and Jersey 
City and also the Hasbrouck Institute ot lersey City \t 
the age of 13 years he came Trenton, N. J., with his 
parents, and long before having reached his majority he 
became associated business with his father and learned 
the art of manufacturing pottery in every detail under 


the able instruction of his father. When the Maddock 
company was incorporated he was elected its president 
and he amply demonstrated his ability and other fine 
qualities as a business man. He occupied an enviable 


position as one of the foremost manufacturers of sanitary 


pottery and he took an active part in various movements 
calculated to benefit the men engaged in this business. 
He was a director in the Jonathan Bodley Crucible Co 
and the Manufacturers’ Association of New Jersey, and 
he was also treasurer of the insurance company con 
nected with the latter organization. He was a thirty- 
second degree Mason, a member of the B. & P. O. Elks. 
Ancient Arabic Order Nobles .of the Mystic Shrine, the 


all ot 


belong dd. 


Republican and Fellowcraft clubs, 
Maddock 
and 
pottery 


Maddock 


Lotus, Trenton, 
Trenton. The 
is English 
manufacture of 


Mr. 


family, to which he 
it 


and 


of origin has been identified with the 


china ware for many gen 


erations. is survived by one son, Harold 


S. Maddock: his mother, Mrs. Thomas Maddock: two 
brothers, Charles S. and John Maddock, well-known pot 


Dr. J. 


Ss 


R. Ene 


Madd ck 


manufacturers: a sister, the wife ot 


Newark: 


tery 


glish of and a granddaughter, Kate 


Eliphalet Wickes Blatchford. 


Eliphalet Wickes Blatchford, founder of the plumbing 


supply manufacturing firm of FE. W. Blatchford & Co., of 
Chicago, passed away by a quiet death at his home, 1111 
North La Salle Street, in this city, on Sunday evening 
January 25th, in his 88th year. He was born in Still- 
water, N. Y., May 31, 1826, and came with his parents 
to Chicago in his boyhood. He attended the Illinois 
College at Jacksonville and graduated in 1845. In 18506 


he 


ness 


St. Louis to engage in the lead and oil busi- 
Collins & Blatchford 
returned to establish branch 
the St. Louis concern, starting under the 
of Collins & Blatchford, was subsequently separated from 
the Louis concern in the early sixties and re-organized 
under the name E. W. Blatchford & Co. It was in- 
corporated under that firm name in 1890, and Mr. Blatch- 
years after that to the 
During the civil war 
branch 


went to 
and 
ot 


name oft 
1854 


which, 


the firm 


Chicago 


under 


to in a 


name 


of 


several be 


ford 
act 


Mr 


continued for 
head of the 
Blatchford was treasurer of the 


ive large business. 


northwestern 
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of the United States Sanitary Commission, 
the stupendous task of 

the northern and western 

South for the rehet ot ted ral soldiers, 
one of the leaders in the reliet work follov 
ago fire in 1871 Mr. Blatchford had been 
iffairs in Chicago tor more than half a cen 
as the head of a commercial enterprise di 
lead manufacturing industry in this part ot 
but also as the founder and leader in edu 
including libraries and church He wa 


He AF 2 
he ¥ “- 
ugar yi ¥ 
' 
i 


founders and } t\ W ¢ ears presides 
if directors of the Chica Pheoloviea 
Was one of the riginal trustees ot re | 
brary et t the Newberry lbrary 
versity of Illinois, president the Chica 
Science, 1c resjdent of the American Boa 
Missions, an va ) ely ¢ nected 
England Congregational Church (hica 
day it was founded. He iS one thre 
the Chicago Missionary Society, and the B 
sionary Society was organized in his home 
vived by his widow. two daughters nd thre 
the latter being Paul Blatchford, the well 
tary of the Central Supply Association 
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prominent in Laconia both because of his business con- 
and through his affiliation the Laconia 
baseball club, of which he was for two seasons manager. 
of the Knights of Columbus, Elks, Owls 


nd other organizations 


nections with 


He was a member 





C. J. Talbot. 


minent master plumber of 


lena. 


His 


Pa Sda- 


Pasar 


nat city. 


im f{ 


Harkness Avenue in 


at 120 


Abraham Lewis. 
establish- 

his 

in this city. 

which pierced his 

He 


was 


William C. Forsyth. 
Forsyth, for the 
from 


William ¢ ominent in 


plumbing trade in San 


many years p 


: 
Francisco, but who retired 
ago, died at his home in 
January 19th. His 
conducts a plumbing busi- 


Cal 


active business several vears 


Alameda, Cal.. at an advanced age on 
William C. Forsyth, jr., 


911 McAlliste: 


son, 


ness at Street. San Francisco. 


Adam Snyder. 
Adam Snyder, who conducted 
North 


| 
tnat 


a plumbing business at 
Md., died 
city on Sunday morning, January 19th, in 
his He all 
his life there. He a member of the Baltimore Master 


Lesa mftion 


(;av Street in Baltimore. at his 


923 
home in 
59th year was born in Baltimore and spent 
Wad 
Plumbers’ His wife, a son and two daughters 
survive him 


John W. Cavanaugh. 

plumbing es 
North Main 
at his home in that city 
ill- 


born in 


lohn W. ¢ the 


tablishment ot 


avanaugh, manager oft 
(Charles M 
R oe hestet N H., 
afternoon, January 17th, after one day's 
Mr. Cavanaugh w 


and he 1S survived hy his 


the 


Bailey Co.., 


street, died 
on Saturday 


from. he: 


ness irf disease as 


Joston 42 wife and 


ars 


three « hildren 


George F. Clerk. 
plumbing tirm WH 
& Son, of Branchport, Lons 
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mwursdaday., } 


George F. Clerk, of th Clerk 


Branch. died sudden- 


lv on anuary Sth, th n juries received in 


falling 


ing to th 


city. where he 
Mr 


Was a 


f | ] 
from a windmill was 


Clerk 


shock 


try- 


aw out som tre Water pipes Was 
to 


his 


death 
He is 


parents, tw 


in his 29th vear. and hi itimelsy 


his relatives and his n friends survived by 


a little d: brothers and two 


iti il 


William Henry Camfteld. 
Camfeld, who resigned as assistant in 


William 


spector of plumbing at Providence, R. I., 


lienry 
last month after 
eighteen years’ service, died at his home in that city 
18th, 
He was 


The 
been in failing health for many weeks. 


on January one month to a day from the date of 
51 vears of age and death was due 


had 


Camfield was 


his retirement 


to tuberculosis end was not unexpected as he 
Mr 
born in Providence in June, 1863. After completing his ele- 
mentary education he became interested in plumbing and 


was employed by several local contracting firms previous 
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to his appointment as assistant inspector. In this 
position he came to be considered one of the most ex; 
the state 
wide reputation among members of the craft. Durin; 
term of office he the work of 
plumbing often 

into consultation on difficult and complicated prob! 


He is sur’ 


men on plumbing questiens in and gain 


did much to further 


inspection department and was 


| 


coming to the attention of the officials. 
and two brothers. 


John P. Lawrence. 
Lawrence, a retired master plumber of 


) 


John P. Tol 
O., died at his home in that city on Tuesday aftern 
January 20th, in his 71st year, after an illness of onl 
He was at 
Raitz & 


years 


few days. one time a member of the plu: 


Lawrence, but retired trom busi 


His 


ing firm of 


twenty ago. wife and two daughters su 


him. 


MICHAEL AHERN SUCCEEDS THE LATE T. J, 
TUTE. 

Michael Boston, was elected treasurer of 
Master 
fill the vacancy caused by the sudden death of Thor 
J. Tute. The 
sociation held on Thursday evening, January 22nd. 

The report of Mr. Tute’s 


\hern, of 
Plumbers’ Association of Boston and vicinity 


election took place at a meeting of th: 


Ahern assumed office at once. 


death was received with sorrow by the members of the 
that President Orren C 
Poole appoint a committee to draw up suitable resolutions. 
These will probably be presented at the next fortnightly 


association and it was voted 


meeting of the association. 

Plans for a rousing reception for National State Vice- 
President Robert Robertson, of Beverly, who will pay his 
official visit to the Boston Association on Thursday eve- 
February 12th, are being made by the entertainment 
of the local with the aid of President Poole ; 

Mr 
George Smith, of Springfield, vice-president of the state 


H. 


members of the executive committee. 


ning, 
committee ind 
the officers. Robertson expects to be accompanied by 
and other 
The entertainment 


association, and James Trow, of Salem, 


committee of the Boston Association 1s made up of Joseph 

P. Williams, William A. Bradford and Charles B. Tucker. 
President Poole has named the standing committees of 

the association for the current years as follows: 

James S. Cassedy, P. J. 

Andrew F. Curtin and J. G. Gillespie. 

Patrick A. Lang, M. J. Kelley and 


Legislative Committee: 
van, David Cr 
\uditinge | 


J. P. Riley 


al, 


Omimittee 


ARRANGE FOR BIG KANSAS CONVENTION. 


the Kansas Master Plumbers’ 
.D. Draper, secretary of the organiza- 
at Kas., on ] inti- 
The principals at this conference were George 
H. Wehe of 
wail 


ae 


Association. 


i . 
Elde Ta 


and KE 


pre sident of 


attended a conterence Lawrence, 
ary 23d. 
E. States, secretary of the Topeka local, J. 
the Mood Heating & Plumbing Co., C. F. Gustafson 
W. Sutherin. The called 


purpose of making adequate arrangements for the state 


tion. 


George meeting was for the 
convention of the Kansas master plumbers, which takes 
place at Lawrence, Kas., on March 9th, 10th and 11th. The 
upon the idea of having a three day 
convention instead of the usual two day affair. A com- 
modious hall on West 6th Street has been secured for 

There will be plenty of space for manut 


conference agreed 


convention. 
turers’ exhibits. An extensive program has been mapp¢ 
out and it is fully anticipated that this year’s meetit 


will be the banner convention of the association. 
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WILL MAKE VENTILATING SYSTEMS. 


The J. K. Siphon Ventilator Co., of Little Rock, Ark., 
has been incorporated with a capital ot $100,000, to manu- 


facture ventilating systems. 


WILL MANUFACTURE PLUMBING SPECIALTIES. 


The Union Brass & Supply Co., of Toledo, O., has been 
incorporated with a capital of $25,000, to manutacture 
plumbing specialties. The incorporators are: H. S. Blynt, 
M. V. Mauk, M. R. Munn, A. J. Gisel and H. W. Me 
Clellan. 


WILL DEAL IN PLUMBING AND HEATING 
SUPPLIES. 

The Utica Plumbing Supply Co., ot Utica, N. Y., has 
been incorporated with a capital of $100,000, to deal in 
plumbing and heating supplies. The incorporators are: 
G. D. Donahue, of Johnstown, N. Y.; W. W. Cort and 
R. A. Tate, both ot Utica, N. Y. 


WILL BUILD LARGE PLANT AT OAKLAND, CAL. 
The Pacific Coast Specialty Co., of Oakland, Cal., 
is about to erect a manufacturing plant there at a cost 
of approximately $100,000 for the manufacture of 
vacuum cleaners and similar devices. The company will 
establish general offices in Oakland in the near future. 





: 
: NEW PLUMBING SUPPLY HOUSE IN NASHVILLE, 
TENN. 
Warden & Swats is the name of a new concern in Nash- 
ville, Tenn., in the plumbers’, steam, gas and mill supply 
lines. The members are Wayne Warden, tormer manager 
of the Nashville branch of the Ahrens & Ott Mfg. Co. of 
Louisville, Ky., and R. L. Swats, former Nashville sales 
manager of the company. The firm has opened offices at 
55 Noel building, with warerooms at 4 Cummins station. 
; The firm has formed connections with twelve manufactur- 
: | ers in the lines mentioned, and will cater to the trade in 
Tennessee, Kentucky, Georgia, Alabama and Florida 
DATES FIXED FOR THE ANNUAL CONVENTION 
. OF THE NATIONAL PIPE AND SUPPLIES 
-  &§ ASSOCIATION. 
; The annual convention of the National Pipe and Sup- 
; ; plies Association will be held in New York City on 
: : Monday and Tuesday, April 20th and 21st. The Bilt- 
, more has been selected as headquarters, and all sessions 
: of the convention will be held there. This is a new and 
' modern hotel, occupying the square bounded by Madison 


and Vanderbilt Avenues and 43rd and 44th Streets, and 
it is directly connected with the Grand Central Station. 







































The sessions will be held in the Music Room on the sec 
ond tloor, easily accessible by any one of the eight ele 
vators. 

It is hoped and believed by the officers of the asso 
ciation that this will be the largest and most interest 
ing convention in its history, and they have been led to 
this conclusion because of the extraordinary interest al- 
ready displayed. While the membership of the asso- 
ciation is quite evenly distributed between the Rocky 
Mountains and the Atlantic Coast, it 1s felt that a large 
percentage of the members will journey to New York, 
especially at that season of the year. 

[In view of recent legislation and what is likely to fol- 
low within the next few months, a meeting of the as- 
sociation in April seems quite opportune, as it will en- 
able the members to discuss the effects of this legislation, 
not only upon their individual business, but upon business 
at large. 

[t is also thought that many manufacturers will be at- 
tracted to this meeting in view of the possibility of 
meeting a large number of the distributors of their prod- 
ucts. At least one open session will be held to which 
manufacturers will be invited, and at which they will be 
urged to give an expression of opinion regarding the out 
look for business during the succeeding months 

Full particulars covering program and any special tea- 
tures will be submitted to the members trom time to 


time. 


HAD INTERESTING EXHIBIT AT ANNUAL ‘ 
MEETING. 


The Dayton Pump & Manutacturins 


()., at thi recent annual meeting OF 12S Board of} 1) 
rectors had a most interesting exhibit of its pumping 
machinery arranged in the welfare rOOMT i= $ts ractory 


] +] me : 1 
as shown in the accompanying illustration Lhe pl O 
graph shows every size and type of pumps made by the 
Company but the only complet system shown r¢ the 
electric systems for small re sidences, thie large Dumps 
| "ne } ar ] + ’ 7 ‘ . 4 ir c rt | yyyTyi? , 
and power heads being tor water supply service pumping 


either into elevated or pressure tanks and these can bi 


operated by electric motor, gasoline engine or line hatt 


\ few days after the directors’ meeting the Dayton | 
Business Men’s’ Association, numbering 125 members, 5 
visited the exhibit as the guests of W. T. Hatmaker, the 
company's sales manager and a member of this’ bust 
ness organization. Another member of this organiza 


tion is William Hass, ex-secretary of the National As 
sociation of Master Plumbers, who on this occasion was 
quite surprised when he read the sign: lumber Billy 
Haas is installing 25 of these pumps in the new houses 
being built by R. M. Schantz. Fine Business.” But he 
admitted that it is fine business. This business men’s 
organization meets once a week and every other weck 
the members take time to go to some member’s factory 
in order to keep in touch with what the other fellow is 
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doing and thus when traveling be able to tell people 


in other cities what products are being made in Dayton 


and by whom they are made. The above-mentioned wel- 
fare roo f the Dayton Pump & Mfg. Co., is furnished 
with dining tables for the use of the company’s shop- 
men, and writing desks and reading tables supplied with 


F 


= 


er ¥ 
i 
1 
44 
hd 


POWER Pumps 





Davton Pump & Manufacturing Co.'s Interesting Exhibit at Its 


Piant in Davton, Ohio 


technical and trade papers are also provided tor the 
workime! for reading and writing in the luncl nour 1? 
tney ho Id ee] mclnes do si) 


























Personal a | 





George H. Van Arnam, president and treasurer of the 
Van Arnam Mfg. Co., of Fort Wayne, Ind., has been in 


New York City this week. He is registered at the 
Hotel Belmont 

las. Griee \ppling & Griges, master plumbers of 
lacoma, Wash., and a member of the Board of the Na- 


ional Association of Master Plumbers, visited H. F. 


Weaver, manager of the Peerless Selling Co.. of Evans- 


ville I las weet 

Ht. J. Lucas, sales manager for the Chamberlain Co., 
of Pittsburgh, was in Chicago last Monday on his wav to 
the Illinois state convention where he remained until Fri- 
day. Irom Rock Island he planned to go to St. Louis 


and Kansas City in the interest of the “Desolvo” pipe 

Marion Sawver recently completed arrangements with 
the Paragon Brass Mi Co., ot Cleveland, O., to handle 
its line in the Northwest. Mr. Sawyer at one time rep 
resented the Peerless Selling Co., of Evansville, Ind., and 
n his recent trip East, stopped off at Evansville to call 
on H. F. Weaver, manager of that concern. 

R. W. Kinney, president of R. W. Kinney Co., of San 
francisco and Oakland, Cal., and Walter S. Babson, man 
ager of the Peerless Pacific Co., of Portland, Ore., spent 
Sunday and Monday of this week in Chicago with H. F. 
Weaver, manager of the Peerless Selling Co., of Evans- 
ville, Ind. Qn Monday evening Mr. Kinney and Mr. Bab- 
son left for Pittsburgh and other cities in the East, and 
Mr. Weaver joined the delegates of the Chicago Master 
Plumbers’ Association to attend the convention at Rock 
Island, II. 

Krank A. Simonds, president of the Simonds Heating 
& Specialty Co., of Grand Rapids, Mich., has tendered 
his resignation, and before entering any other field will 


take a rest oft n month or so 
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More Optimism Than Orders. 

Prevailing newspaper accounts emanating from Wal 
Street sources, prominently display the orders which hav: 
been received by steel soles and sellers of pig iron 
Sufficient to say that the mills will be able to take car 
of all the business they are now booking without work 
ing overtime lt is well to emphasize some ot the dis 
agreeable features of trade conditions just now, for pat 
ticular stress is laid on everything of a favorable naturé 
At the same time, no one denies, nor attempts to, that 
business 1s much better and that orders are larger and 
more frequent. Several contracts of good size have bee: 
closed in New York for manufactured material for the ex 
tension of a new Rapid Transit Line, but there is prac 
tically no building work. The railroads have purchased 
rails sparingly, but fully 200,000 tons have been closed this 
month. Consumers of pig iron in the East have bought 
freely and several lots of 500 tons each have been dis- 
posed of within the week. This has prevented a declin: 
in quotations, rather than any advance, and prices for 
delivery at the points named are as follows: 

No. 1 Northern Foundry, New York ......$15.25 to $15.50 
No. 2X Northern Foundry, New York..... 14.75 to 15.25 
No. 2 Southern Foundry, Cincinnati....... 13.75 to 14.25 
No. 2 Northern Foundry, 


No. 2 Southern Foundry, 


Cincinnati....... 15. 25 to 15.735 
sirmingham. 10.75 to 11.25 


Less Activity in Gatos. 
Consumers of copper lost interest in the market afte: 
the price advanced to liiteen cents, and since that time 
have steadfastly refused to buy, except for immediat: 
needs. Prices have eased off and sales were made lat 
in the week at 14.50 cents. The settlement of the strike 
at Rio Tintos helped sentiment abroad and consumers 
there have been less willing to make contracts for future 
It is evident that stocks are piling up in the 


Ll nited States and will continue to do so in spite of the 


delivery 


suspension of work in Michigan, until the mills becom 
much larger consumers of the metal. For the present 
the inability of the railways and large power develop 
ments to secure funds at reasonable rates prohibit any e> 
tensive improvements. It does not seem as though thi 
condition would mend for some months at least. 


A Better Market for Tin. 

Sales of tin have been made at somewhat higher quota 
tions, and at least one contract was closed at 39.25 cents 
New York. Most of the incentive for the buying comes 
from consumers in Europe, especially the tin plate mills 
in Wales, for the American mills are not operating t 
more than 70 per cent of capacity. 





Lead. 


The market in lead is steady, but the price is witho: 
change, at 4.15 cents New York and 4 cents St. Louis. 





Spelter. 
Higher prices on spelter have been named and sales 
New York consummated at 5.35, with the St. Louis mar- 


ket also firm at 5.20 cents. 
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|_tilinois _ 
Chicago. 


I'welve bachelor apartments, to be built at 620-23 Aldine 


\venue, will be equipped with up-to-date plumbing by 
Noble & Thumm, of 2312 Lincoln Avenue 

B. J. Farwell, of 410 Sherman Street, has recently se- 
cured the contract for installing the plumbing in a tele- 
phone exchange to be constructed at 1417 Carmen Avenue. 

A modern residence, to be erected at 7228 Aberdeen 
Street, will be equipped with modern plumbing by Erick- 
sen Bros., of 5961 South Halsted Street. 

M. Cohn, of 1946 Division street, has been awarded the 
contract for plumbing a six-flat apartment house, to be 
built at 2511 Walton Street. 

Edward Sturnburg, of 1744 Foster Avenue, has been 
given the contract for installing the plumbing fixtures in 
a large apartment building to be erected at Robey Street, 
near Pensacola. 

The Sullivan Plumbing & Heating Co. will do the 
plumbing work in a wholesale market and cooler building, 
to be built at Beethoven and Sedgwick Streets. 

The plumbing system for a church to be erected at 2301 
N. Lawndale Avenue, will be installed by E. C. Oakes, 
of 3634 Fullerton Avenue. 

The Thomas Conlin Plumbing & Heating Co. has re- 
cently secured the contract for plumbing a warehouse to 
be constructed at 225 North Carpenter Street. 

William Mallow, of 4343 Lincoln Avenue, will install the 
plumbing work in a flat building to be erected at Sunny- 
side and Drake Streets. 

R. Lindvall, 7220 Cottage Grove Avenue, has been award- 
ed the plumbing contract for a residence to be built at 
7353 Cahoka Avenue. 

A two-flat building, to be erected at 3455 Belmont 
y Chas. Mundt, 


~ 


Avenue, will be equipped with plumbing | 
of 2184 Milwaukee Avenue. 

T. J. Powers, of 4002 W. Madison Street, has secured the 
contract for installing the plumbing in an apartment build- 
ing to be erected at 5937 Jeffrey Avenue 

J. J. Stanley, of 6502 Cottage Grove Avenue, will do the 
plumbing work in a large flat building to be constructed 
at 6620 University Avenue 

Chas. A. Dreier, president of the Chicago Master Plumb- 
ers’ Association, has recently been awarded the contract 
for installing plumbing in a large apartment building to 
be erected at 7900 Coles Avenue 

The plumbing system in a two-flat building, to be put 
up at 2954 Wisner Avenue, will be installed by W. A 
Meyer, of 2510 Cortland Avenue. 

The Lombard Plumbing & Heating Co., of Lombard, 
ll. will install the plumbing and heating in a modern 
residence to be built in that suburb. 

George Hendrick of 5538 Broadway, will install the 
heating system in an apartment building to be erected at 
Robey Street, near Pensacola Avenue. 

\. B. Bergstrom, of 1239 West 59th Street, has been 
awarded the heating contract in a residence to be built 


at 7628 Aberdeen Street. 








IoC — 
J. M. Collins has moved his plumbing and heating es- 
tablishment to 2944 Armitage Avenue, where | is a 
very attractive office and an up-to-date plut 1] and 
heating showroom 
George H. Kirk, ot 6711 Wentworth Avem + 
cured the contract for the installation of heatn ind 
ventilating systems in the new building now con- 


structed at the corner of North Ashland Boulevard and 
West Madison Street. 

The plumbing in the new postottice which | 
at Blue Island, Ill, 1s being installed by Pronge Bros., ot 


that suburb. 








ichigan 
Detroit. 


While the past week has brought many awards on 
building construction in Detroit which was figured during 








the last month of 1913, the new work coming trom the 
offices of the architects also shows a healthy volume. 
Residence construction easily leads and 1s of a st')stan- 
tial nature. There is a dearth of new construction in 
commercial or industrial lines, but reports indicate that 
there are numerous prospects in view 

Architects G. H. Braun & Son are preparing the plans 
for a two-story brick building, to be 50x160 ft. Bids close 
February Ist. 

Architects Baxter, O'Dell & Halpin are preparing the 
plans for a brick and concrete hospital building to be 
erected outside of Detroit. 

Architects A. ¢ 
figures on a brick store and apartment building to be 


Varney and |. J. Winter will take 


erected on Palmer Avenue; bids to close February 3rd. 
The same architects are preparing the plans for a brick 
store and apartment to be erected on Jefferson Avenue 
Bids close february 15th. 

Architect Albert Kahn is refiguring a reinforced factory 
building to be erected on Fort Street, east Hi ilso 
is taking figures on a reinforced warehouse to be erected 
on the east side ot Detroit sds close January 29tl 


Architect C. Howard Crane is preparing the plans for 


cl brick theatre building to be erected 11 lefter O} and 
Hillger Avenues, to seat 1,200 peopl He | 
figures after February 1st; bids close March 1st 

Fire of unknown origin broke out January 14th in a 


three-story building at 636 McDougall Avenue, owned by 
Ernest Wenzel, who conducted a plumbing shop on the 
first floor. Fire and water almost completely ruined th 
stock. Mr. Wenzel says his loss will amount to $10,000, 
but that it is covered by insurance. 

Detroit 1s considering the building of a new court 
house to be a block square that will cost $1,500,000. It 
will be nine stories high and be as fine a structure of 
its kind in the country. The appropriation has not yet 
been made, however, although the proposition is most 
likely to be carried out. 

The Michigan Central Railroad Co. announces that a 
new freight depot to cost $500,000 will be erected on the 
site of the old passenger station at West Jefferson and 
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Third Streets. Work on the same, however, will not be 
started for some time. 

The contract for the building of the Detroit Athletic 
Club went to Vinton & Co., whose bid was within $750,- 
000, the amount appropriated for the structure. The 
Vinton company will install the plumbing and heating as 
they have special departments who look after that class 
ot work 

The cold snap which struck Detroit on January 12th 
1 lot of extra work for 


and lasted for a few days caused 
plumbers, on account of freezing pe bursting pipes 

The committee on real estate and buildings of the board 
-ducation on January 13th completed their estimates 
for 1914-1915. which will be submitted to the board of 
education before February 1st, for ratification, and then 
presented to the board of estimates. Estimates for eight 
new school buildings are included in the total of $2,- 
058.000 asked for new buildings, sites, athletic fields, etc. 
New heating and ventilating plans for three schools are 
asked for in the estimates of $303,824 requested for mis 


cellaneous expenditures, and includes remodeling of 
shower baths and lavatories It is figured that the new 
heating and ventilating plants in the Berry school will 
st $96.000- Ferry chool, $22,500: and Waillhams school 
L999 BON 
Ann Arbor. 

Raab & Robbins, who recently opened an up to-date 
plumbing and heating establishment at 602 South First 


Street in this city, do not seem to experience any dull 
season at the present time., They are just now installing 
plumbing systems in tourteen new houses, and they have 


iust secured the contract for the installation of plumb- 


inv ind heating Systems in the Breitenwisher Ford 
Auto Co’ new garage, amounting to about $15,000 The 
iri is. composed (>] Henry Raab and Fred S Robbins 

and they would like tO receTve catalogs rom iobbers 
re i! icturers of plumbing and heating goods 


Other Cities in the State. 


Charles J]. Fox has been reappointed plumbing 1n- 
spector in Lansing, Micl Thomas Shields and A. P. 
Walker were appointed again as members of the board 

P| 


examiners of plumbers 

\rchitects and Engineers Wernette. Bradfield & Mead. 
(srand Rapids, have secured the contract for the in- 
system for the French Onl Mill 


Machinery ( O's. factory m7 Piqua, (ohio. 


stallation of a heating 


air Wheeler, Blaney LAD, OF Kalamazoo, has been 
iwarded the contract for the installtion of the plumbing, 


] ‘ ° 7 
heating and ventilation in the new City Hall in Battle 


' 


% | 


(reek, the price being $27,794.70, which was $105.30 lower 
than atTly othe r combination bid The Wheeler, Blaney 
{ «) nas done Ove! S1O0 000 worth (7 business 17) Rattle 


‘ ‘ 
{ reek during the past yeat 


a.) sa 


(olumbus.—Quite a number of the larger employers of 





labor in Ohio have elected to carry their own insurance 
this year instead of coming in under the Ohio Board of 
\wards as is provided in the workmen’s compensation 
law [he board of awards has promulgated a set of rules 
and regulations to govern employers who desire to carry 
their own insurance. These employers will be required to 


settle for deaths and injuries on the same basis as pro- 


vided by the state board ot awards and also to pay into 


the fund a small percentage on their pavrolls to insure 
i J 





carrying out the rules. Included in the list of concerns 
which will carry their own insurance are several large 
plumbing and heating concerns 

olumbus.—Contracts for the heating and plumbing of 
the Ford Motor Co’s. Service Building in Cleveland Ave- 
nue has been awarded to the William H. Conklin Co. 
The building is to be heated by steam. 
The Lamneck Co., of this city, has been 


; 


olumbus. 
e contracts for the heating of the George 


awarded tl 
Wahlenma picture theater building to be erected at North 
igh and Goodale Streets. It also has been awarded the 
contracts for the heating of the Dusenbury picture 
theater in Mt. Vernon Avenue. The heating contracts for 


the Murray City school building and town hall at Carroll 


s | 


have also been awarded Te tne l_amneck Company. 


~ 


Sandusky.—Land for the sewage treating plant to be 
erected in the west end will be secured right away. The 
council passed the necessary legislation, instructing the 
city solicitor to proceed with the work of condemning 
the land necessary tor the erection of this plant. 

Canton.—Mayor Turnbull announces that the contract 
disposal plant will not be awarded by 
Members ot the council, 


for the seawae 
the present administration. 
however, state that the contract will be awarded before 
the new council comes in. The approximate cost is $260,- 
(it) 

\lliance.—The state board of health has approved the 
plans of Service Director Armstrong to use water from 
vell recently sunk which will give the city a total ca- 
pacity of 8,000,000 gallons of water per day. The new 


filter plant has proven a success all particulars. 


[Kentucky | 











Louisville and Vicinity. 
The local buildine trade are tacinge the usual slowness 
which is associated with the winter season. and which is 
as much in evidence this year as in most seasons, in spite 


has been an unusually open 


of the fact that the winter 
one. There has been very little freezing weather, and, 
fact, very little weather in which outdoor work of all kinds 
ould not be prosecuted without difficulty; but the dulness 
which was noted during the fall extended into the winter: 
tg? a very marked extent, and still continues. There 1s 
some work in sight, however, and a greater optimism is 
noted in the plumbing and heating trade as the season ad 
vances, and indications for the coming spring and summ«e 
show improvement. 

Several bills affecting the plumbing trade have been in 
troduced in Kentucky legislature now in session, and 
1S possible that till others will be introduced, as th 
matter is one in which a number of people and organiza 
tions outside of the trade seem to be interested. One of 
these bills, which is said to have the backing of organized 
labor, provides for the creation of a state board of plumb 
ing examiners, which ts to issue certificates to journeyman 
plumbers, and for plumbing inspection in the larger cities 
of the State 

Will Duffy, son of M. J. Duffy, head of the well-know1 
plumbing concern which bears his name, has added anothe: 
to his list of honors, which includes that of foot-ball sta: 
and coach, rising lawyer and legislative representative fro 
Louisville. He was recently elected president of the Sat 
urday Afternoon League, a flourishing amateur baseba! 
organization of some years’ standing in Louisville. M: 
Duffy was placed in the responsible position of head of the 


league by reason of his prominence in athletics arout 
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Louisville and his popularity with those interested in out- 
door sports. 

| S. Schardein & Sons landed and have been working 
on two good-sized jobs recently, one being the remodeling 
of the plumbing in the building at Eleventh and Market 
‘ts occupied by Goldstein & Moses, on the ground 
floor, with apartments above. Complete bathroom equip- 


U 


ment and other work will be installed, the job amounting 
to about $1,000. The other job is that of repairs to the 
plumbing In the school at Twenty-fifth and Montgomery 
Streets. The Schardein firm recently completed work on 
the heating and plumbing in the bank at LaGrange, Ky 

\nderson & zk. 
heating and ventilating engineers, who took an active 


\. J. Anderson, president of A. J. 


part in the recent convention held in Louisville of the 
National Association of Building Exchanges, as the or- 
sanization is now called, was elected commissioner for 
Kentucky by the Bluegrass members, and will represent 
them until the next annual convention. 








New York | 


Jamestown. 











order to obtain more space to display its plumbing 
fixtures the Jorgensen Plumbing & Heating Co. is clos- 
ing out its large stock of stoves. The company reports 
having had a very successful year in 1913 and have started 
the new year with contracts to the amount of $11,000. 

Woodhead, Olsen & Riley are just completing the 
plumbing and heating work at the Eagle’s Temple. 

The Davey Plumbing Co. has been awarded the con- 
tract for plumbing seven houses to be erected by Solder- 
quist & Son. 

\W. T. Burke is roughing-in plumbing in several dwell- 
ings and has four to start as seon as the weather will 


permit. Mr. Burke anticipates a good year. 


cee ee ee ee 


Connecticut 


_— i a ee 
New Haven.—The recently enacted ordinance regulating 
plumbing has gone into effect and the building and plumb- 
ing inspection department has prepared bound copies of 
the law for distribution. Plumbers hereafter must secure 
a permit from the inspector's office before doing any work 
in their line. 
Bridgeport.—The contract for plumbing and heating in 
i store and apartment building, to be erected at the corner 
; State Street and Clinton Avenue for Marcus Hirsch, 
has heen awarded to the W. P. Kirk Co. The same firm 
also has the contract for plumbing and heating in a new 
house on Sherwood Avenue for W. J. Barrett. John J. 
Scanlon has the contract for plumbing and heating in con- 
nection with the erection of a new garage and proposed 
changes in the vat house at the plant of the Connecticut 
William T. Mullins is erecting three new 
two-family houses on Hawley Avenue and has awarded 


rewewrwes ( O). 


the contract for plumbing and furnace heating in all of 
lem to the firm of Joseph Mullins & Co. The houses 
he fitted with open plumbing, set tubs and all modern 
Toseph Mullins & Co. also have the con- 
ract for plumbing and heating in a two-family house on 
Among the contracts 


mvyeniences, 


Parrott Avenue for James Conlin 
hich Hebermehl Bros. have in hand at the present time 
is one for heating and plumbing in a three-family house 
on Hudson Street for Robert Banville: and a contract 
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for plumbing in a house on Jefferson Street for Mary C. 
Marshall. 





, Vermont _| 


Montpelier—The plumbing firm of Barrows & Peck, 























which with its predecessor has occupied one site for nearly 
a century, 1s to go out of business. The death of Thomas C. 
Barrows, the advancing years of the other active member 
ot the irm, (;eorge \. Pe ck, ind the absence ot the latter’s 
son, George B. Peck, who owned a third interest in the 
business, but who is now in Oregon, are the reasons given 
for the closing of the establishment. George A. Peck has 
now been working in this one shop for 47 years and be 
lieves that he has earned a rest He is 71 vears of age. 
Mr. Barrows at the time of his death last vear was 94 
years of age. The tirm is believed to have been one of the 
oldest business firms in the state barrows & Peck was 
instituted in 1869 succeeding the firm of Lamb & Peck. 


Their immediate predecessors were W. F. Braman. 1863 to 


‘ 


1868; Braman & Tilden, 1853 to 1863: Erastus Hubbard. 


1846 to 1853, and previous to that time the business wa 
conducted first by Alfred Wainwright and later by Hub 
bard & Blake, and always ina store standing where the 
sarrows & Peck building now stands. Twice the buildine 
was burned down, both times durine the year 1875 within 
a few weeks. Phe Sect ne tire Was 17 May. i875, whe nM 
hre swept the business section of the city Barrows & 


> ~ - ] 1 ‘ 
Peck manufactured all kinds of tinware and carried on a 
ceneral hardware business in addition to doine an exten- 


sive plumbing Al (| heatin 





alifornia | 


San Francisco. 





> : : ] . 
Business in all lines, represented by “Domestic En 
gineering,’ has been fairly active since the first of the 


year. Metal men |] 


ere feel that the tendency now | up 
ward tor prices tor tin, lead, zinc, et Dabbit metal has 
been movine to a certain extent Prospects tor the new 
year have been materially improved by the continued 
rains of the last few months, since, with almost a ce: 
tainty of good crops, business is becoming less conse 
vative. A feature of the spring work is expected to bi 
a lot of buildine activity in the interior cities and towns 


of the Pacific Coast. Several important contracts have 


been let to local houses for work in the interior The 
pipe business is still rather demoralized; but there 
understood to be an excellent outlook tor onl casing 1n 
which line it is expected some good contracts will soon be 
let 

The San Francisco Board of Public Works has com- 


pleted plans for the heating and ventilating of the new 
San Francisco City Hall The architect’s estimate of 


1 


the cost of the work 1s $75,000. Plumbing bids for the 


City Hall are advertised to be opened within a few days 
Two propositions for plumbing are to be figured. The 
Roard of Public Works has authorized the construction 
of the following buildings: The Cooper School at Jones 
and Lombard Streets, to cost $115,000; Fire Engine 
House No. 12, at Drumm and Commercial Streets, to 
cost $60,000; an auxiliary fire alarm station in Jefferson 
Square at a cost of $40,000; and the Potrero Emergency 


Hospital, which will cost $17,000. 
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Geo. H. Minier and George A. Osgood have com- 
pleted arrangements for a foundry at 1125 Mission Street, 
Pasedena, Cal. Mr. Minier was formerly vice-president 
and general manager of the Lowe Gas Range & Heater 
Co., while Mr. Osgood was foreman of the same com- 
pany. 

The Robinson Plumbing Co., of Sebastopol, Cal., has 
retired from business 

The city of San Diego, Cal.. has voted the Sum of 
$645,000 tor improvements and additions to the municipal 
water plant and $60,000 for a filtration plant. The $650,- 
000 will cover the cost of a conduit system between the 
Morena reservoir and the Bartlett dam site, a diverting 


dam near Morena, extensions and improvements of the 


Dulzura conduits, pipe line trom the Otay reservoir to 
the CILY, the construction ot i Teservotl iT the vest end 
it the pipe tine, a pumping plant tor the ( tay reservoir, 
‘ . . ‘ . 7. ae cy »e?? lL. 2 $45 _ r > a 
ind an impounding system tor the San Diego River water 


The Navy Department is advertising for bids for heat- 
ing and fire extinguishing systems and flushing pumps 
for the central power plants of the United States Navy 
Yards at Mare Island in San Francisco Bay and Puget 
Sound, Wash. The specifications call for two motor 
driven fire pumps of 1,000 gallons per minute capacity, 
400 feet head, and two steam turbine driven heating sys- 
tem pumps of 1,000 gallons per minute capacity, 150 
pounds per square inch gauge head. The estimated cost 
is $14,000. Bids will be received at Washington, D. C., 
until February 14th. 

The California State Association of Journeymen Plumb- 
ers and Steamfitters met in San Jose, Cal., this week. 
Resolutions were passed urging advances in public sani- 
tation, such as the establishment of public comfort sta- 
tions, drinking fountains and lavatories; urging the va- 
rious locals to watch State and National legislation, and 
to work for a permanent plumbers’ home in California. 
Officers were elected as follows: W. R. McMillan of 
San Francisco, president; J. M. Hendsch of Los Angeles, 
first vice-president; F. G. Volkers of San Jose, second 
vice-president; L. M. Reichman of Srockton, third vice- 
president; and secretary-treasurer, Charles Coon of Los 
Angeles, re-elected. The annual gathering closed with 
a banquet at the Hotel Montgomery at which George 
R. Fowler, president of the San Jose Local acted as 
toast master and at which covers were spread for eighty- 


five guests. 


Utah 


























F. W. 


Plumbers’ Association, in speaking Oj} the business for 


Jones, secretary of the Utah State Master 


the year just closed and more particularly of the pros- 
pects for the year just beginning says: “The year 1913 
has been a prosperous one for the plumbing trade, and 
the outlook for the year 1914 looks to be even better. 
Some of the important work done in Salt Lake City dur- 
ing the year includes the installation of plumbing, light- 
ing and heating systems in the Newhouse Hotel, the L. 
D. S. Hospital, the Vissing and Cummings apartments, 
the new University Building, the State Capitol and the 
new High School building. Plumbing work already 
planned for the new year is the erection of 150 build- 
ings at Garfield, Utah. These buildings are to be used 
as residences for the employees of the Garfheld Smelter; 
and they will be modern in every respect, with baths, 
showers and all approved modern sanitary appliances. 


The annual meeting of the Utah State Master Plumb- 
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ers Association will be held at Salt Lake City during t! 
week beginning Monday, February 2nd According 
advices received by State Secretary F. W. Jones, a goo: 
ly number of delegates will be on hand. The arrang 
ments tor the meeting will be looked after by the Sa! 
Lake members of the association. 





[ Washington | 














Seattle. 

Business among the men of the trade during the mont 
January has been exceptionally quiet. Building o; 
erations are practically at a standstill and the number « 
new structures being built is very small. However, a 
few contracts for smal! jobs have been let recently and 
the outlook is not so dubious as one would expect. Fic- 
ures are being received at this time for the contracts, 
both plumbing and heating, on several large jobs which 
will mean a tidy sum for the lucky bidder. A few of the 
larger contracts which have been let during the past 
two weeks follow: 

©. Peterson Co., of Ballard, will install plumbing in 
five residences recently built for J. R. Van Emelin at 
4519 Densmore Avenue and immediate vicinity. This 
company also has the contract for plumbing at 4729 
Seventh Avenue Northeast, for M. Ridgley. O. Peterson 
receives a large majority of the contracts awarded in 
the Ballard Dist. which conclusively proves that he is 
well-liked as well as an industrious, capable business 
man. 

Kennedy & Tyo, of 2215 East Union Street, will instal! 
an up-to-date heating system at 8912 Fontleroy Avenue, 
for M. Penny. 

A. Schaefer & Co., 2007 First Avenue, will place 
plumbing at 808 Broadway for A. J. Goodard. 


The Rautman Plumbing & ‘leating Co., of 617 Fourth 
Avenue, recently lined up the contract for installing 
plumbing at 8912 Fontleroy Avenue, for M. Penny. This 
company has plenty of work on hand at tuis time. 

The Rustad Heating Co., of 315 Second Avenue South, 
will install plumbing in a business building at 120 Fourth 
Avenue South, for Mary M. Miiler. 

The West Coast Iron Works Co., of 4601-9 Fourteenth 
‘Avenue Northwest, recently moved its machine shop 
fifty feet from the factory building to obtain ample room 
for the storage of raw material. 

S. Normile, of 314 James Street, has been awarded 
the contract for installing a heating system in the resi- 
dence of C. D. Stimson, at the Highlands. 
largest contract awarded since the Christmas Holidays 
Mr. Normile also recently received the following con- 
tracts: Heating the Fuller-Quigg Building, an office stru 
ture, in Wenatchee, Wash.: heating the Paulson Building, 
a business block, at Mt. Vernon, Wash.; heating th: 
Flma Hotel, Wenatchee; heating a residence for S. S 
Loeb, of the Seattle Brewing & Malting Co. 

The Adams & Moffat Heating Co., of 223-225 Spring 
Street. has been awarded the contract for installing the 
heating, ventilating and vacuum cleaning system in thi 
new Pantages theater under construction in Winnipeg. 
This company but lately completed the same sort of work 
in the McBride theater, in Victoria, B. C., and have 
contract for like installations in the Pantages theater in 
Victoria. Plans are also being prepared by this c 
pany for the heating, ventilating and vacuum system [to 
be installed in the Pantages theater, Great Falls, Mont 


This is tl 
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he contract for installing a hot water heating system 
in the residence of C. F. Manning, at Everett. Wash.. 
was also lately awarded to this concern. 

D. J. Orner, of 3422 Fremont Avenue North, is receiv- 
ing bids for the construction of a $20,000 concrete busi- 
ness structure to be erected on Blewett Street, near Fre- 
mont Avenue, for F. Pelford, of S. P. Dixon Co. Bids 
for the sub-contracts, including plumbing and heating 
will be received during the month. 

David J. Meyers, architect, Central Building, is receiv- 
ing bids for the construction of a $20,000 residence to 
be built in Lake Forest Park for Dr. Surdemann. Bids 
for plumbing and heating will be received shortly. 

The Ernst Heating & Plumbing Co., of 514 Pike Street, 
recently secured the contract for installing heating, ven- 
tilating and plumbing in a school building located at 
Lake Forest Park. 
lowing awards for plumbing during the past two weeks. 
R. N. Gibson, 4736 Latona Avenue; L. P. Skog, 1711 How- 
ard Avenue; Pauline Miller, 327 Summit Avenue North: 
M. Landon, 4658 Henderson Street: B. S. Church, 5041 
9th Avenue Northeast, and for M. B. Beck, 4746 19th Ave- 
nue Northeast. 

David Dow, Mehlhorn Building, was recently awarded 
the contract for the construction of a two-story brick 


This company also received the fol- 


building on the corner of Second Avenue and Pine Street 
for J. S. Graham. The proposed structure will cost about 
$20,000. sids are being received by the general con- 
tractor for heating, ventilating, plumbing, roofing and 
glass. 

Bebb & Mendel, architects, Denny Building, are pre- 
paring plans for two-story brick store building to be 
built on the southwest corner of Second Avenue and 
Stewart Street for Edgar James. The completed struc- 
ture will cost about $30,000. Bids for contracts including 
plumbing and heating will be received during the month 

February. 

John Graham, architect, Lyons Building, is preparing 
plans for a six-story and basement hotel building to be 
built on the corner of 6th Avenue and Jackson Street for 
P. J. Murphy. Estimated cost of the structure $60,000. 
Plans will be ready for figures during the month. 

Hans Rathe, 6726 20th Avenue Northwest, on a bid 
of $21,525 has been awarded the contract for building 
a school building for School Dist. No. 51, King County. 
Plans for the structure were prepared by V. W. Voor- 
hees. Eitel building. The general contractor will receive 
bids in the near future for the sub-contracts including 
plumbing, heating and ventilating. 

Wilcox & Sayward, architects, Central Building, are pre- 
paring plans for a $10,000 church to be built on the corner 
of 51st Avenue and Keystone Place for the Ke,stone 
Congregational Church. Bids for sub-contracts will be 


received by the architects named shortly 


Olympia. 
Architect Joseph H. Wohleb, is preparing plans for a 
$25,000 Carnegie library to be built in this city. Bids 


for the general contract will be received early in the 
spring. The sub-contracts, including plumbing, heating, 
ventilating, electric wiring, etc., will be received by the 
ceneral contractor. 

Tacoma. 


Tacoma heating and plumbing contractors report busi- 
ness a little slack. Very few new contracts have been 
awarded lately and those that have been let are small. 
\n optimistic feeling prevails however, and in all likeli- 
hood this city will experience a steady growth during 


1914, 
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Is Your Supply of Hot Water Sufficient ? 
Are You Put to Any Inconvenience ? 


Not If You Use the 


STARK TANK HEATER 


NOVELTY IRON COMPANY 


MANU URERS OI] 
STEAM AND HOT WATER HEATERS 
CANTON, OHIO 


The Grifin Wheel Works, South Tacoma, recently 
awarded the contract for constructing a $10,000 office 
building to Hillyard & Jensen, 5428 Warner Street, who 
will shortly receive bids for both plumbing and heating. 


Spokane. 

The Great Northern Railway Co. will build a one- 
story $10,000 terminal post-office at 428 Howard Street. 
The contract for the building has been awarded to the 
Butler Construction Co., Central Building, Seattle. Bids 
for sub-contracts, including plumbing and heating, will 
be received by the general contractors in the near future 

fk. Ek. Jackson Plumbing & Heating Co., West 1008 
First Avenue, has been awarded the contract for plumb- 
ing and heating in the annex to the Glacier National Park 
hotel, Glacier, Mont 

Plumbers and Heating contractors in this city are com- 
paratively busy when the season of the year is taken into 
consideration \ prosperous year is predicted and from 


all indications the coming spring will inaugurate a boom. 


Bellingham. 

Men of the trade in this city prospered during the year 
past and trom all indications the year 1914 will be a 
hummer. Business, at this time, is experiencing a slight 
depression but spring work looms up very pretentious. 

T. F. Doan, architect,.is preparing plans tor a $20,000 
brick business block to be built on West Holly Street, 
for G. C. Deinger. sids for hot water heating installa- 
tion and plumbing will be received by architect named 


durine the month. 


























For Goodness Sake 





The “Campbell” 
Extension Sink Bracket 








Saves You Money. 
Campbell Mfg. Co. 


Gadsden, Alabama 
Makers of Good Soil Pipe and Fittings 




















Oregon 
Portland. 


Kdward & Merrigan. of 352 Glisan Street. on a bid of 


$2,445 were low bidders for the installation of plumbing 














n the Holman school. 

The Portland Plumbing & Heating Co., of 867 Sandy 
Boulevard, on a bid of $1,468, were low tor plumbing in 
the Portsmouth school. 

The Rose City Park Methodists will build a $10,000 
church on property recently purchased at East 58th 
Street and Alameda Drive \ctive construction will be 
ordered in the spring 

I. M. Rasmussen & Son, ot 277 Peerless Place, have 
had plans prepared for a two-story apartment house to 
be built at 23rd Street, between Sandy Road and Irving 
Street, at a cost of $35,000. suilding operations will be 
ordered in the immediate future. Sub-contracts includ- 


nv plumbing and heating will be received by the owners. 


~ 


Other Cities in the State. 

The Powers Construction Co., Worcester Building, 
Portland, which has the contract for a one-story post 
fhce building under construction in Oregon City, recent- 
ly awarded the contract tor plumbing to Mr. Gadke, of 
Oregon City 

Robert Shelly, 210 Gerlinger Building, Sheridan, has 
been awarded the contract for building a two-story lodge 
building for the Masonic Lodge in Sheridan. The struc- 
ture will cost about $12,000. The general contractor will 
shortly receive bids for plumbing, heating and ventilat- 
ing. 

From a reliable source comes the information that an 
annex will be built to the St. Francis hotel, Albany, work 
of construction to begin not later than the middle ot 


February. 
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Plumbing Department. 

1,084,767. Waste-Valve. Francis J. Torrance, Pitts- 


burgh, Pa., assignor to Standard Sanitary Manufacturing 
Company, Pittsburgh, Pa., a Corporation of New Jersey. 
\ waste control for sanitary installations, compris- 
ing on interiorly smooth and uninterrupted casing open at 
its upper end and having a valve seat at its lower end, a 
stem movable through said casing and terminating at its 
lower end with a closure for said valve seat, a plurality 
spring arms secured to said stem and having elongated 
contacting areas bearing against the inner wall of said 
asing, said arms being effective in and of themselves to 
support said stem in open valve position and to guide said 
valve closure to said seat. 

1,084,846. Flushing Device. Charles W. Darrow 
Glenwood Springs, Colo. A flushing device comprising, 
in combination, a casing having an inlet and an outlet 
and an internal valve seat, a valve normally held against 
said seat, a cylinder within said casing open at one end, a 
piston in said cylinder having one-half solid and the other 
lalf Open, a sleeve carried by said piston and projected 
through the other end of said cylinder, a push rod tor un- 
seating said valve extended through said sleeve and hav 
ing a member whose area is substantially one-half that 

the piston for normally closing the Open side thereof, 
and means for successively unseating said member and 


actuating said piston when the valve is being unseated. 
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. 1.084.861] 


1,084,861. Hot Water-Circulating Boiler. William Kane, 
Philadelphia, Pa. In a hot water circulating boiler, the 
ombination of a jacket, with an upright boiler body or 


e ] + 
€lative 


4 


y large cubical capacity arranged within the jacket 


~~ 


ind providing a narrow annular flue between the jacket 
and the body for the passage of hot products of com- 
bustion, said boiler body provided with a cold water inlet 
at the bottom and a hot water outlet opening from the 
Water space at the upper end, and also having a plurality 
of independent heating circulating coils «arranged at dif- 
ferent elevations and separately coiled around the boiler 


body, said coils each of relatively small cubical capacity 
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“Sherwood” Atucince Seats 


EVERLASTING 








Absolutely 
Sanitary 





The Unqualified Choice 
of ManyArchitects and 
Sanitary Engineers. 





We cordially in- 
vite every Plumber 
to write us for 
prices and descrip- 
tive literature. 





Introductory Offer 


As we know that after 
you have seen these seats, 
you will recommend them 
to all your customers, we will send you via parcel 
post, one | and only one )seat, at one-halt regular price. 


SHERWOOD BRASS WORKS 
1167-1175 Jefferson Ave., East 


Largest Mirs. of Aluminum Tanks and Seats 2 . 
in the World Detroit, Mich. 




















The MURDOCK 
Self - Closing Hydrant 


Works under any regular pressure 


Every Genuine MURDOCK 1s thoroughly tested be 
fore it leaves us 

They are made with a heavy phosphor bronze apring 
which insures positive action at all times 

Always working, winter and summer because it ts 
absolutely frost-proof 

if you want a satisfied customer and a self-closing 
hydrant that requires no attention after tnstallatio: 
be sure tt Is a GENUINE MURDOCK bearing our 
full name and label. 

Send for further information 


The Murdock Mfg. & Supply Co. 


Cincinnati, Ohio 

















Water Tight Connections 
In Soil Pipe Work 


The easiest and bestmethod of making absolutely water tight con- 
nections in soil pipe work, isto use 


The Sisson 
Insertable Joint 


This joint does away 
with the old method 
of springing the { PATENT ES 
stack or removing f OCT.5 .1897. 
wholelengthsof pipe. | iaiyialilailie 
Withthe SISSON 
it is never necessary 
to disturb pipe. 
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Master Plumbers 


A Noiseless Pum! ing Er gine with no 
mplicated parts, batteries, spark plugs 
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The Bremen Manufacturing Co. 
Bremen, Ohio, U. S. A. 
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and Fittings Co. 
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Malleable Iron Fittings and 
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One pound of Steam as Good as Ten. 
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Chicago Pump Company, 903 W. Lake St., Chicago 


Manufacturers of Turbine House and Bilge Pumps, Sewage 
Ejectors and Electric Cellar Drainers. 
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& WATER-SPECIALTIES 
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Bugs don’t like this adjustable boiler 


stand. it gives them no roosting place. To 
plumb boiler, insert wedge under slide piece. 
Why pay the same price for a stand of the 
ordinary kind? Height, 13% inches. Weighs 
about 6 lbs. Get jobber’s price for lots of 100 


or more. 
Cc. H. FOSTER 
14 Princeton Ave. ST. LOUIS, MO. 
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and arranged in the narrow annular flue between th 
boiler and jacket and having their terminating ends r 
spectively connected with the water space of the boil 
at different elevations to provide a plurality of circulatin 
coils, one above the other, for simultaneous operation with 
the water contents of the body, and substantially filling 
the narrow flue, and a burner for supplying heat to bot 
the boiler body and the plurality of water circulatin 
coils within the annular flue. 

1,084,971. Vacuum-Cleaner. Robert R. Smith, Phil 
delphia, Pa., assignor to Miller Lock Company, Phil 
delphia, Pa., a Corporation of Pennsylvania. In a vacuum 
cleaner of the character stated, a tapering vacuum chan 
ber having its forward end forming a round opening, 
annular seat-frame comprising a ring having a flange 
embracing the forward end of the chamber and an at 
nular rounded seat, screw-bolts projecting radially through 
the walls of the chamber adjacent the opening and thx 
Hange of the frame, a nozzle cap formed with an annular 
gasket-seat and with a flange fitting the frame and hav 
ing open-ended slots terminating in enlarged openings 
registering with the screw-bolts, a yielding gasket in the 
gasket-seat and bearing upon the seat of the frame, and 
tapering thumb-nuts upon the bolts adapted to enter the 


openings in the slots 








1,084,996 
1,084,971 


1,084,996. Faucet-Casing. Leslie E. Wright, Morgan 
City, La. The combination with a valved faucet, of a cas- 
ing therefor comprising a two-part hollow body, a hinge 
connecting the two parts of the body together, a hasp 
carried by one of the parts, a staple carried by the other 
part and engaged by the hasp, eyes formed on the hasp, 
a retaining pin passed through the eyes to lie beneath the 
staple and adapted to engage with a lock when con- 
nected to the staple to hold the two parts of the body 
firmly together, said casing being adapted to receive the 
faucet and its valve for inclosing the same, and a depend- 
ing nipple formed on one of the parts and surrounding 
the discharge spout of the faucet. 

1,085,052. Sink-Trap Cleaner. Michael Lunney, Chel 
sea, Mass. A sink cleaner comprising a hollow rigid 
body having a comparatively high cylindrical lower por 
tion and a frusto-spherical upper portion, said portions 
being formed integral, a horizontally disposed and _ in 
wardly extending annular flange formed on the lower 
edge of a cylindrical body portion, a downwardly and 
outwardly extending roll flange formed on the inner edg 
of the said annular flange, an annular gasket arranged o1 
the under side of the said annular flange and having its 
inner periphery secured in the recess formed by the rol! 
flange, a small opening provided in the uppermost por 
tion of the frusto-spherical body, said opening being ar 
ranged concentric with the large opening located withi: 
the inner periphery of the said annular flange, a com- 
bined coupling and nozzle arranged in the said small open 
ing and rigidly secured therein, the said coupling bein 
located wholly without the said body provided with 
threaded extremity, said nozzle being located wholly wit! 
in the said frusto-spherical body and being internally ar 
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externally tapered, and means to supply water to the 
body. 

1,085,055. Sanitary Trap. John W. McAuliffe, New 
York, N. Y., assignor to Joseph A. Maynard, Boston, 


Mass. In a sanitary trap, the combination with the cyl- 
indrical body a having the inlet duct a’, the outlet 


having the 


duct a’. 


and the closed bottom a’, of top b downwardly- 


extending circular lip b’ on which the upper end of the body 
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a is cast, the outwardly-extending flange 6° torming a sup 


the clean-out tube h*® formed bv a 
the top Dd 


the body a with its lower open end b* below the water lin 


the trap, and 


evlindrical extension of 


port for 


extending downward in 


and having the upper end >’ where it merges with the top 


the cover c having the nut head c’ and the cu 


the 


b closed by 


in screw-thread engagement with upper end 
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cular lip ¢ 
of the clean-out tube b*, all for the purpose as 


Lighting Department. 


1,084,911. Automatic Gas Cut-off. George S. K. Swift, 


Providence, R. 1. In a device of the character described, 


1 rotary burner valve, means arranged to close the valve 
limited movement 


when released, a pivoted arm having 


toward said valve closing means, a retaining member 
pivotally connected intermediate its ends to one end of 
said arm and adapted to engage the valve closing means 
and hold the valve in its open position, a thermostatic 
element, a connection between said thermostatic element 
and retaining member, a contraction or expansion of the 
thermostatic element causing the arm to swing about 
its pivot and a spring connected to the retaining member 
’ the 


taining. member will be swung about its pivot away 


whereby. when thermostatic element breaks, the re 


from 


valve closing means 


with the 


engagement 








1,085,078. Gas-Regulator. Charles Barrington, Jr., Los 
Angeles, Cal., assignor to Perfection Gas Regulator Com- 
Los Angeles, Cal., a Corporation of California. A 
gas regulator, comprising a casing having a gas inlet 
port, and a gas feed pipe leading thereto and connected 
with the casing, and a gas outlet pipe connected with 


the casing, a diaphragm within the casing, 


pany, 


gas feed con- 
trol means within the casing and operatively connected 
with said diaphragm, said casing being provided with an 
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Don’t Waste Time 
on a [hankless Job 


Repairing a cheap 
bibb or cock is tough 
on your reputation 
and there’s no money 
in it either. But if you 
take it out and put in 
(QUICK-PRESSION Wonk 


MTENTED 5 


you re 
making money and do- 
ing your customer a 


real service. 


Let Quick - pression 
build you a reputation 
for good service. There’s 
profit in 1t for you. 


Ghe CENTRAL BRASS 


MF'G. CO.0f CLEVELAND 


Originators and Sole Manufacturers of the 
nationally advertised Quick-pression Work 





Says the Little Plumber 


Don’t pass by real money when all 
you've got to do is to reach out and 
pick it up. 
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Quality All C8 
the Way — 
Through 


pecify and install our 


Ball Bearing, Top Lever Handle 
Self-Closing Basin Cock 


t worrv about 


’ : il ».antta 
O00 SIZeS and rai erns 


14 different stvles of handles 


All pal interchangeable. 


AHTETELE 


Guaranteed for Ten Years 
We make Compression. Basin 
(o. ks im same patte rms as Self- 
(Closing work. 

Sold by all jobbers. 


Write for our latest atalog. 


The Brookside Brass Foundry & Mfg. Co. 


Established 1901 
2315 Selzer Ave., S. W., Cleveland, O. 


Specialists in High Grade Self-Closing Plumbers’ Brass Goods 

















Horigan Aqua Expansion Tank 
PRICE, $11.50 NET 


HORIGAN SUPPLY CO. 


ST. JOSEPH, MO. 
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opening; and a closure detachably applied to said op: 
ing and with which said gas feed control means 

connected whereby said closure and gas feed cont: 
means may be detached and withdrawn from said casi: 


gas inlet and outlet pipes connected with 


Heating Department. 


1,085,054. Radiator-Valve. William C. Marsh, Dunki: 

\ valve, embodying a casing, a two-part val\ 

rotatable in said casing, said parts being independ 

' ovable longitudinally with respect to each other 
alve closure carried by and longitudinally movable 

ie of said valve stem parts to and from its closed po- 
sition when said valve stem 1s rotated, a cone surface 

said last named part contacting with a similar surface in 

casing to limit movement in one direction of. said 

part, other contacting surfaces on said last named part 

and in the casing to limit movement of said part in the 

opposite direction, co-operating cone surfaces on the other 

valve stem part and in the casing, and a spring for main- 


taining said cone surfaces constantly in engagement 





1,084.601 
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1,085,046. \pparatus tor Compressing Gases and Va- 
pors. George Holzapefel, Essen-on-the-Ruhr, Germany. 
In a machine of the character described, the combina- 
tion with a casing, a shaft mounted therein, of a revoluble 
body mounted on said shaft and terminating in annular 
flanges at each end, each flange constituting one wall 
of a nozzle, corresponding annular Hanges extending fro1 
a fixed part of the device and constituting the other wall 
of each nozzle, and means tor adjusting one of said 
walls, thie rotation oft thie revoluble body being effected 
by the working medium 

1,084,601 Blow-off Valve. Lambert J. Bordo, 
delphia, Pa. In a valve of the kind specified, a tubular 
member flanged at one end to form a valve seat extend- 
ing transversely to the bore of said member and having 
opposite side edges parallel to each other and having 
shoulders at the side edges inclined to the plane of the 
valve seat, a valve member provided with flanges at its 
sides which embrace the paraliel edges of the flanges 
on the tubular member and provided with shoulders in- 

‘d to the plane of the valve seat engaging the first 
mentioned inclined shoulders, whereby when the valve 1s 
moved into the port closing position it is drawn toward 
the seat with a wedging action, a bracket detachably 
secured to the side of the tubular member, and means 
supported thereby for moving said valve along the valve 
seat. 

1,064,168. Thermostat. Fred W. Powers, Chicago, 
assignor to The Powers Regulator Company, Chicago, 
Il. a Corporation of Illinois. In a thermostat, the com- 
bination of an expansible element operable by heat, a 
valve under the control of said element and itself con- 
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trolling the fluid pressure passage extending through the 
thermostat regulating appliances whereby said thermo- 
stat may be variably set for action upon the valve at 
selected temperatures, a scale and cooperating indicator 
associated with said regulating appliances and cut-out 
mechanism arranged to act upon said valve independently 
of the expansible element, whereby the thermostat may 
be cut out of commission, or restored to commission, by 
the actuation of said cut-out mechanism, without operat- 
ing or disturbing the adjustment of said regulating ap- 
pliances, said cut-out mechanism comprising a lever inter- 
posed between the expanding element and the valve, 
manually operable mechanism for actuating said lever, 
and an indicator and associated legend for determining 
the condition of said cut-out mechanism. 

1,070,343. Pipe-Wrench. Henry F. Hoffmann, New 
York, N. Y. The herein described pipe wrench, compris- 
ing, in combination, a stationary jaw, a handle extending 
inwardly therefrom, a movable jaw, a shank extending 
inwardly therefrom parallel to the handle, said shank 
being provided along its rear edge with ratchet teeth, a 
leaf spring secured to the rear edge of the handle and 
extending between the handle and said shank, a hook piv 
oted to the inner end of the shank and serving as a thumb 
piece for the manipulation of the movable jaw in one 
position, said hook having an extension adapted to be 
turned in a direction substantially normal to the handle 
and serving as a lock for the movable jaw in another 
position, and a yoke pivoted to the stationary jaw, said 
yoke embracing the handle and said shank and carrying 
a block having ratchet teeth co-operating with said shank 
teeth, said yoke also including a transverse brace through 
which the spring operates upon the shank of the movable 
jaw. 

1,070,574. Water-Heater. Homer Anderson, Peekskill, 
N. Y. In a water heater comprising hollow hubs con- 
nected by means of tubes whereby fluids entering one 
hub must pass through the tubes to get to the other 
hub, hollow webs connecting the said tubes for part of 
the lengths of the tubes, the water chambers in the 
webs opening into the tubes and hollow hub 


Sorry He Spoke. 
\utoist—I havn't paid a cent for repairs on my ma 
chine in all the ten months I’ve had it. 


Friend—So the man who did the repairs told me 
I 


Certainly Beautiful. 

They were talking about missing the connection in 
grasping the other fellow’s idea, and the frequency with 
which it happens, the other day when Senator Albert B 
Cummins of Iowa, related an incident of the far West 

Some time ago a preacher from the East was travel- 
ing through the Rocky Mountains when he chanced to 


ho thoughtlessly 


be thrown into the society of a native w 
used enough expletive eloquence to make things glow like 
an artistic sunset. Finally the native got into conversa 
tion with the ecclesiastical one. 

“Well, stranger,” remarked the native with a genial 
smile, “now that you have looked about a bit, what strikes 
you the most?” 

“Your blasphemy, sir,” answered the preacher, with 
a reproving glance at the native. “I can’t recall any- 
thing to compare with it.” 

“Right you are, stranger,’ answered the native, his 
face brightening with a pleased smile. “When it comes 
to blasphemy, there ain’t none prettier than you'll find 
right here in this section.”—Philadelphia Telegram. 
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“Pittsburg” 
Copper Coil 
Gas Water Heaters 


The largest line of Gas Water 
Heaters built. Made in forty- 
eight sizes, listing from $11.00 


up. 


There is a “Pittsburg” 


Water Heater for every hot wa- 
ter requirement—from one gal- 
lon per minute to one thousand 


gallons or more per hour. 


More than a quarter of a mil- 
lion ‘‘Pittsburg’’ Heaters of vari- 


ous types in service. 


Write— 


Pittsburg Water Heater Company 


Pittsburg, Pennsylvania 
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Advertisements under this heading 4 cents per word per issue, address included. Send cash 
with order. To insure insertion copy should be received not later than Wednesday afternoon. 


Situations Open. 


ORDER CLERK WANTED MU ST 
familiar with plumbing, heating 

mill supplies Good opening for capable 

young man State age, salary expected 

and past experience Address in own 

hand writing to Leighton Supply Co., Fort 

Lodge, lowa 1-24, 31: 2-7 


Situations Wanted. 


POSITION WANTED SANITARY 

plumbing and heating engineer with 
years of experience; close, conservative 
estimator and superintendent, desires to 
change location Address Box 1062, care 
“Domestic Engineering.’ 


POSITION WANTED—WHO REQUIRES 

a man who has made a record as a 
heating, ventilating and sanitary engi- 
neer, and who is high class in every re- 
spect? Will go anywhere References if 
required, present employer Address Box 
1063, care “‘Domestic Engineering.” 


POSTTION viehgggt reed STEAM FITTER 
and plumber fifteen vears’ experience 

and d plans vy out work 
ch: 0 en seven years 

make <« 2 ; furnish ref- 

\ddress tf LOG Domest 

1-31; 2-4 


POSITION WANTED THOROUGHLY 
practical plumbing, steam, factory, mill 
Mine supply man \iso expert Cata- 
Ruilder Address S&S M W., care 
omestic kngineeringe 1-3] 


ee WANTE Lt SALESMAN 

roughliv familiar ith the plumbing 
appl business and Nei experience in) 
Outhern States, 1es es ‘ inge Hlave 
heen with present co rn al Ad 


dre Box 1066, “ mes “Sngineering.”’ 
| "7 ‘> 


POSITION WAN TED—MANUFACTUR- 
ers Staple or specialty lines solicited 
for San Francisco and Pacific Coast by 
SAL Le SMAN havine thorough knowledge 
f the Plumbing and Heating business, 
acquainted w ith oObber can show resuits 
Rest references furnished \ddress Box 
7 : “Pomesti Eeneg ering.’ 1-31 


HISTORY OF SANITATION. By J. J 
For Sale. Cosgrove. History of the plumber’s 
‘ craft from the time of the primitive man 
FOR SALE—PLUMBING BUSINESS IN up to our own day. 88 illustrations 
town of 12,000 Good location. Price 3ound in cloth; postpaid; $1.50. 
reasonable Address Box 1057, care “‘Do- = 
mestic Engineering.’’ , 
DEAN'S SYSTEM OF GREENHOUSE 
Heating by steam or hot water; used 
for years; convenient and reliable; makes 
he \Adeesn oe (686. “Dementic in greenhouse heating estimating very sim 
wineering.”’ . = 1-21: 9.7 4 ple. Flexible cloth bound, 5%x7% in 
vineering i-ol , 46 pp. Postpaid, $2.00. 
FoR SALE GooD PLUMBING, HEAT . 
ing and sheet metal shop. Southwest- ‘The ‘Petectetes of Heating,’’ by WiI- 
ern Oregon. Address Box 1070, “Domes- liam G. Snow. 163 pages, 6x9. Heating 
tic Engineering.”’ 1-5] power of fuels, capacity of boilers, fur- 
| nace tests, flow of steam in pipes, vacuum 
FOR iE: 'LUMBING AND HEATING and vapor systems, are among the sub- 
a growing town of 18,000 jects treated. Fully illustrated and bound 
inbiall in northern Alabama Ko! in cloth. Price $2.00, a 
fr formation write A. P. Smith & 
Son, Decatur, Ala 1-31; 2-é, 14, 2] 


FOR SALE--ONE OSTER 6 INCH PIPE 
machine in perfect condition at a bhar- 





PLU MBING ESTIMATES AND CON. 
FOR SALE, IN EASTERN PART OF TRACTS. By J. J. Cosgrove. Contains 
lowa, a first-class plumbing and heating much valuable information for the mas- 
business Annual business averages ter plumber, pointing the way to con- 
$45,000.00 a year. An unusual opportun- duct the business of plumbing in busi- 
ity Death of owner reason for selling. ness-like manner. Bound in cloth; 2106 
Address “‘R,”’ care ‘‘Domestic Engineer- pages; 5% X8% in.; postpaid, $8. 
ing’’ at once for particulars 1-10,17,24,31 —— 
— ‘The Sanitary Sewerage of Buildings,’ 
FOR SALE—SOME SHARES OF STOCK by Thomas S. Ainge. Written in a plain, 
in a concern manufacturing plumbing straightforward way for the master 
specialties, the leading one in the line, plumber, as well as for his foreman and 
and one that has always made money interested employes. Plumbing tests and 
This stock will pay 7 per cent annually sewage disposal are among the subjects 
A mighty good investment that is con- treated. Bound in cloth, 196 pages, 564x8 
stantly increasing in value. For particu- Price $1.50, postpaid 
lars address Box 1036, care ‘‘Domestic - ——- 


Engineering.” STANDARD HEATING  SPECIFICA- 
a TIONS AND CONTRACT BLANKS. 
nieeeeee tend hse pressure steam and hot-water 

, eating apparatus Offers a dignified llega 
Miscellaneous. form for specification proposal and con- 

— ere ecomemcnat “ — ana tract for the general use of steam and 

SELL YOUR SURPLUS COUPLINGS hot-waterfitters. Printed on linen paper; 

and fittings. Write us. The A. & J. 14x8%4in.: 4 pages. Price of either steam 

Mfg. Co, 557 W. Lake St., Chicago. tf. or hot-water or mixed blank, 50 copies, 

$2.50 











Books You Should Own. Address: 


AIR VALVES FOR STEAM HEATING DOMESTIC ENGINEERING 


systems. By. H. Wakeman, author 


of “‘Engineering Practice and Theory." ‘ 
Postpaid, 25 cents. 445-447 Plymouth Court, Chicago 














rite us about them 





Guaranteed Water Heaters MANUFACTURERS’ ATTENTION! 


RUUD Instantaneous Automatic Water Heaters ACCOUNTS SOLICITED FOR PLUMBING 
RUUD Automatic Cottage Water Heaters GOODS FOR NEW ENGLAND STATES 


6 oretines types and pomrnae sizes FRANK M. MILLS, Manufacturers’ Agent 
RUUD MFG. CO., Main Office, Pittsburgh, Pa. 74 Stratford Street, Highland Station, BOSTON, MASS. 












































‘~ the eS of oe Arthur Bateman 
San. 


ble information and useful knowledge Free. Write t& 


0-12 W. Ontario St., Chicago 





Study Sanitary Engineering 


Anglo-American Sanitary Correspondence College NX y, Full directions printed on calculator. Sent upon 


Heating Calculator 
Made et Celluloid 50c 


- inst, S. E,, A. ae ” wn" 
1, M ngland, Courses tn Plumbing, Sani- Actual size 3” x 4% 


wh Science, E AALS. a ygiene Booklet eee rel a- {2 One setting of the front dial gives the number of 


feet of radiation for 70 degs. difference. Back dial 
corrects for any other difference. 


receipt of 50c. Money refunded if not satisfactory. 








| Novelty Catestater Co., Box 146, Watertown, N. Y. 











SOLDERLESS FLOATS 





3,000,000 a Year—Our Present Capacity 


How Many Do You Use? 
PRICES QUOTED ACCORDINGLY A complete guide to the work of roughing-in plumbing, from the di 


MICHIGAN METAL SPINNING MFG. CO. tne sewer Wren to be taken and tolling how and why It ls done. 


530 E. Woodbridge St., DETROIT, MICH. 184 Pages. Boundin Boards. Postpaid, 50 Cents 
Originators and Pioneer Manufacturers of Non-Collapsible DOMESTIC ENGINEERING. 445-447 Plymouth Court, CHICAGO 








Roughing-In House Drains 


gding of 
of the soll and vent stacks, giving each 


























If you mention that you saw this advertisement in “Domestic Engineering,” it will please everyone. 














